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REPORT 

OF  THK 

Board  of  Fire  Commissioners. 


HEADQUARTERS    FIRE    DEPARTMENT,         j 

OFFICE    BOARD    OF    FIRE    COMMISSIONERS  V 

CITY    HALL.  ) 

San  Francisco,  July  1,  1901. 

To  the  Honorable  Jas.  D.  Phelan,  Mayor 

Of  the  City  and  County  of  San  Francisco— 

Dear  Sir:  In  compliance  with  Section  9  of  Article  XVI  of  the  Charter  of  the 
City  and  County  of  San  Francisco,  the  Board  of  Fire  Commissioners  herewith 
present  and  submit  their  report  for  the  fiscal  year  ending  June  30,   1901: 

ORGANIZATION. 

The  Fire  Department,  as  now  constituted,  consists  of  a  Board  of  Fire  Com- 
missioners of  four  members,  a  Secretary,  a  Chief  Engineer,  one  First  Assistant 
Chief  Engineer,  one  Second  Assistant  Chief  Engineer,  seven  Battalion  Chiefs, 
thirty-seven  Engine  Companies,  nine  Truck  Companies,  seven  Chemical  Companies, 
one  Water  Tower  Company,  two  Monitor  Batteries,  two  Relief  Engine  Companies 
and  employees  of  the  Corporation  Yard  and  Department  Stables,  numbering  in  all 
518  men,   of  whom  457  are  uniformed. 
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REPORT     OF     THE     BOARD 

DETAILS   OF  ORGANIZATION. 
(Salaries  fixed  by  Charter.) 


OFFICE. 

Commissioners,  each 

Secretary  Board  of  Fire  Commissioners 

UNIFORMED  FORCE. 

Chief  Engineer 

First  Assistant  Chief  Engineer 

Second  Assistant  Chief  Engineer 

Battalion  Chiefs,  each 

Captains  of  Engine  Companies,  each 

Lieutenants  of  Engine  Companies,  each  .   

Engineers  of  Engine  Companies,  each 

Drivers  of  Engine  Companies,  each 

Stokers  of  Engine  Companies,  each 

Hoseman  of  Engine  Companies,  each 

Captains  of  Hook  and  Ladder  Truck  Companies,  each  .  . . 

Lieutenants  of  Hook  and  Ladder  Truck  Companies,  each 
Tillermen  of  Hook  and  Ladder  Truck  Companies,  each. . 

Drivers  of  Hook  and  Ladder  Truck  Companies,  each 

Truckmen  of  Hook  and  Ladder  Truck  Companies,  each  . 

Captains  of  Chemical  Engine  Companies,  each 

Lieutenants  of  Chemical  Engine  Companies,  each 

Drivers  of  Chemical  Engine  Companies,  each 

Hosemen  of  Chemical  Engine  Companies,  each 

Captain  of  Water  Tower  Company 

Driver  of  Water  Tower  Company 

Drivers  of  Monitor  Batteries,  each 

Captains  of  Relief  Engine  Companies,  each 

Lieutenants  of  Relief  Engine  Companies,  each   , 

Hosemen  of  Relief  Engine  Companies,  each 


$1,200  00 
2,400  00 

4,000  00 
3,000  00 
2,400  00 
2,100  00 
1,440  00 
1,200  00 
1,350  00 
1,080  00 
1,080  00 
1,080  00 
1,440  00 
1,200  00 
1,080  00 
1,080  00 
1,080  00 
1,440  00 
1,200  00 
1,080  00 
1,080  00 
1,440  00 
1,200  00 
1,080  00 
1,440  00 
1,200  00 
1,080  00 


OF     FIRE     COMMISSIONERS. 
DETAILS  OF  ORGANIZATION— Continued. 


SALARY 
PBR    ANNUM. 


CORPORATION  YARD  EMPLOYEES 

Superintendent  of  Engines 

Clerk  and  Commissary .t-K 

Hydrantmen,  each 

Draymen,  each 

Watchmen,  each 

DEPARTMENT    STABLES. 

Superintendent  of  Horses 

Hostlers,  each 


•11,800  00 

1,500  00 

1,080  00 

900  00 

900  00 


1,200  00 
720  00 


Under  the  provisions  of  the  Charter,  drivers,  stokers,  tillermen,  hosemen  and 
truckmen  receive  $960  per  annum  for  the  first  year's  service,  $1,080  for  the  second 
year  and  $1,200  for  the  third  year  and  thereafter. 


REPORT     OF     THE     BOARD 


MEMBEES  AND   EMPLOYEES. 


BOARD    OF    FIRE    COMMISSIONERS. 

ROLLA  V.  WATT,  President Term  expires  January  8,  1904 

M.  H.  HECHT Term  expires  January  8,  1905 

JOHN  H.  GRADY Term  expires  January  8,  1903 

J.  C.  McKINSTRY Term  expires  January  8,  1902 

J.  W.  MCCARTHY Secretary  of  Board. 


OFFICERS. 

]».  T.  Sullivan Cliief  Engineer 

John   Dougherty First  Assistant  Chief  Engineer 

P.  H.  Shaughnessy  Second  Assisfant  Ciief  Engineer 

John  McGluskey Battalion  Chief 

John  Wills Battalion  Chief 

T.  M.  Fernandez  Battalion  Chief 

E.   V.  McKittriok Battalion  Chief 

John  J.  Conlon Battalion  Cnief 

M.  J.  Dolan Battal  on  Chief 

William  Waters Battalion  Chief 


OF     FIRE     COMMISSIOENRS. 


COMPANIES. 


ENGINE    COMPANY    No.  1. 
Location— No.  419  Pacilic  street. 


J.  J.  Callen 

James  Cumiskey 

Thomas    Kelly 

Daniel   Farren 

Joseph  H.   O'Brien. 

J.  J.  Murray 

Thomas  Coleman... 
David  M.   Capelli.. 

Charles   Tyson 

Silvio    Rocco 


...Captain 
.Lieutenant 
...Engineer 

Driver 

Stoker 

...Hoseman 
.  ..Hoseman 


•  Hoseman 
.Hoseman 


ENGINE    COMPANY    No.  2. 
Location — No.  410  Bush  street. 


Michael  Boden 

C.  P.  Ward 

Charles  Murray 

John  Johnson , 

Charles  Schemel 

Matthew  McLaughlin. 

Frank  Dougherty 

Myrtle  Tehl 

Joseph  McNamara 

"W.  J.  Gallatin  Jr 


Captain 

.Lieutenant 
...Engineer 

Driver 

Stoker 

...Hoseman 
...Hoseman 


.Hoseman 
.Hoseman 
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ENGINE    COMPANY    No.  3. 
Location — No.  1317  California  street. 


Thomas    Magner.... 

Walter  Cline 

T.  J.  Canovan 

Joseph   Stevens 

William    Byrnes.... 
Benjamin   Currier.. 

S.  S.   Powell 

David   Levy 

Edward  McConlgle. 


Captain 

.Lieutenant 
.  ..Engineer 

Driver 

Stoker 

...Hoseman 
. .  .Hoseman 
...Hoseman 
.  ..Hoseman 


ENGINE    COMPANY    No.  4. 
Location — No.  144  Second  street. 


John  Wilson Captain 

N.  N.  Mathewson • Lieutenant 

Michael  O'Connell Engineer 

Maurice   Hallinan Driver 

Edward   Lennon :   Stoker 

A.    Baclgalupi | Hoseman 

Charles  Dakin j  Hoseman 

Bernard  Donnelly |  Hoseman 

Edward    Downes j  Hoseman 

F.   H.   Kenny Hoseman 


OF     FIRE     COMMISSIONERS. 


ENGINE    COMPANY   No.  5. 
Location — No.  1219  Stockton  street. 


David   Harrison 

Lieutenant 

G.   W.    Dinan 

Hoseman 

ENGINE    COMPANY   No.  6. 
Location — No.  311  Sixth  street. 


NAMES. 

RANK. 

iO 
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ENGINE    COMPANY    No.  7. 
Location — No.  3160  Sixteenth  street. 


NAMES. 

RANK. 

ENGINE    COMPANY    No.  S. 
Location — No.  1648  Pacific  avenue. 


NAMES. 

RANK. 

W.  W.  Willis 

OF     FIRE     COMMISSIONERS. 
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ENGINE    COMPANY    No.  9. 
Location— No.  320  Main  street. 


Charles   Cullen Captain 

J.  B.  Cane [   Lieutenant 

C.   J.    Strouse j Engineer 


Louis  Walters 

Charles  Steiglitz... 

W.  D.  Conroy 

E.  J.   Sheddy 

Charles  Leter 

James  Bridge-wood. 
James  Reynolds 


....Driver 

Stoker 

.Hoseman 
.Hoseman 
.Hoseman 
.Hoseman 
.Hoseman 


ENGINE    COMPANY    No.  10. 
Location — No.  516  Bryant  street. 


William   Gill 

Lieutenant 

12 
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ENGINE    COMPANY    No.  11. 
Location — No.  1632  Fifteenth  avenue  South. 


NAMES. 

BANK. 

Matthew  Brown 

Hoseman 

ENGINE    COMPANY    No.  12. 
Location— No.  101  Commercial  street. 


Jeremiah    Sullivan Captain 

Emil    Gouvi Lieutenant 

Andrew    Reid Engineer 

William  Hensley Driver 

Frank  Becker Stoker 

Thomas  Lyon Hoseman 

•George   Spellman Hoseman 

Julius  Phillips Hoseman 

J.   D.    Sullivan Hoseman 

Walter  Cre'oer Hoseman 


OF     FIRE     COMMISSIONERS. 
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ENGINE    COMPANY    No.  13. 
Location — No.  1458  Valencia  street. 


S.  H.  Simons 

Hoseman 

ENGINE    COMPANY    No.  14. 
Location— No.  1007  McAllister  street. 


NAMES. 

RANK. 

Engineer 

1 1 
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ENGINE    COMPANY    No.  15. 
Location — No.  2114  California  street. 


NAMES.' 

RANK. 

M.  E.  Wormuth 

James  Koopman 

E.    J.   Moran 

T.   R.  Walsh 

Hoseman 

Hoseman 

ENGINE    COMPANY    No.  16. 
Location — No.  1009  Tennessee  street. 


Philip    Moholy 
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ENGINE    COMPANY    No.  17. 
Location — No.  34  Mint  avenue. 


John  Doherty 

■William  Nicholson. 
"William  Kerrigan.. 
Claude  Brownell.... 
Frank  McCluskey.. 

J.  C.  Crowley 

Philip    Danahy 

Joseph  Hayden 

William  Sawyer 

John  Ryan 


Captain 

.Lieutenant 
...Engineer 

Driver 

Stoker 

.  ..Hoseman 
.  ..Hoseman 
...Hoseman 
.  ..Hoseman 
. . .  Hoseman 


ENGINE    COMPANY    No.  18. 
Location — No.  317  Duncan  street. 


H.    H.    Horn 

Daniel  Murphy 

Daniel  McLaughlin.. 

John  Scannel 

Charles    MacDonald. 

J.   P.    Reimers 

Thomas  P.  Jones 

"William    Murphy.... 


Captain 

.Lieutenant 
...Engineer 

Driver 

Stoker 

...Hoseman 
...Hoseman 
...Hoseman 
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ENGINE    COMPANY    No.  19. 
Ijocation — No.  1421  Market  street. 


NAMES. 

RANK. 

Engineer 

ENGINE    COMPANY     No.  20. 
Location — No.  2117  Filbert  street. 


NAMES. 

RANK. 

Edward  O' Neill 

OF     FIRE     COMMISSIONERS. 
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ENGINE    COMPANY    No.  21. 
Location — No.  1152  Oak  street. 


NAMES. 

RANK. 

gneer 

H 

ENGINE    COMPANY    No.  22. 
Location — No.  1348  Tenth  avenue. 


John   Kenny 

Thomas    Collins 

F.  S.  Hall 

M.  J.  O'Connor 

Eugene    Crummey 

Martin    Spellman 

Edward    McDermott . 
W.   P.   Conlon 


Captain 

.Lieutenant 
...Engineer 

Driver 

Stoker 

. .  .Hoseman 
.  ..Hoseman 
..Hoseman 
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ENGINE    COMPANY    No.  23. 
Location — No.  3022  Washington  street. 


NAMES. 

RANK. 

"W.  J.  Shields 

ENGINE    COMPANY    No.  24. 
Location — No.  449  Douglass  street. 


Edward   Skelly 

Eugene   McCormick.. 

B.  J.  McShane 

William  O'Connor 

Michael  J.  O'Connell. 

Edward  Toland 

Fred  J.   Pope 

William    Mullaney... 


Captain 

.Lieutenant 
. ..  Engineer 

Driver 

Stoker 

...Hosemnn 
. .  .Hoseman 
.  ..Hoseman 


OF     FIRE     COMMISSIONERS. 
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ENGINE    COMPANY    No.  25. 
Location — No.  2547  Folsom  street. 


ENGINE    COMPANY    No.  26. 
Location — No.  327  Second  avenue. 


NAMES. 

RANK. 
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ENGINE    COMPANY   No.  27. 

Location — No.  621  Hermann  street. 


R.  H.   Sawyer 

Larry  O'Neill 

E.  P.  Brennan 

C.  H.  Helnemann.. 
Edward  O'Donnell. 
George  F.   Bunner.. 

Edward    Church 

William  Siewert 

Edward   O'Donnell. 


Captain 

.Lieutenant 
...Engineer 

Driver 

Stoker 

.  ..Hoseman 
.  ..Hoseman 
.  ..Hoseman 
...Hoseman 


ENGINE    COMPANY    No.  28. 
Location — No.  301  Francisco  street. 


John  Maxwell 

William  Everson... 
Joseph  Pendergast. 

J.  P.  Sweeney 

John  Arata 

Augustus  Banker.., 

Austin    Mogan 

George  Clancy 

Michael    Ryan 


Captain 

.Lieutenant 
...Engineer 

Driver 

Stoker 

...Hoseman 
...Hoseman 
...Hoseman 
...Hoseman 
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ENGINE    COMPANY   No.  29. 

Location— No.  1305  Bryant  street. 


NAMES. 

RANK. 

Wallace   Jameson 

"William  Smith 

James  Flood 

James  Driscoll 

Hoseman 

Hoseman 

Hoseman 

Hoseman 

ENGINE     COMPANY    NO.     30. 
Location — No.   1737   Waller  street. 


NAMES. 

RANK. 

Stoker 

REPORT     OF     THE     BOARD 


ENGINE    COMPANY   No.  31. 
Location — No.  1214  Pacific  street. 


NAMES. 

RANK. 

ENGINE    COMPANY    No.  32. 
Location — Holly  Park  and  West  Avenue. 


L.  A.  Smith 

OF     FIRE     COMMISSIONERS. 


ENGINE    COMPANY    No.  33. 

Location — No.  117  Broad  street,  Ocean  View. 


R.  T.  Browne 

John  Caulley 

John  Douglass 

Jeremiah  McNamara. 

Peter  Burke 

J.  J.  Casserly 

Thomas  Johnson 


Captain 

.Lieutenant 
...Engineer 

Driver 

Stoker 

. .  .Hoseman 
...Hoeeman 


ENGINE    COMPANY    No.  34. 
Location— No.  1119  Ellis  street. 


Henry    Mitchell.. 
Anthony  Phelan. 

Louis   Kiehl 

Samuel  Nelson... 
James  Buckley... 

Martin   Burns 

R.    Oppenheim... 
William  Hanton. 


Captain 

.Lieutenant 
...Engineer 

.Driver 

Stoker 

...Hoseman 
...Hoseman 
...Hoseman 
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ENGINE  COMPANY  No.  35. 
Location — No.  38  Bluxome  street. 


NAMES. 

RANK. 

D.   McAulifCe 

ENGINE  COMPANY  No.  36. 
Location— No.  720  Cliff  avenue. 


NAMES. 

RANK. 

OF     FIRE     COMMISSIONERS. 


ENGINE   COMPANY   NO.   37. 
Location— No.  2919  Twenty-third  street. 


William  Holmes.... 
William  O'Farrell., 
Edawrd  Dougherty. 
Maurice   Barrett — 

J.  T.  O'Donnell 

G.  W.  Lahusen 

M.  O'Neill 

William  Taylor 


Captain 

.Lieutenant 
. . .  Engineer 
Driver 


.Hoseman 
.Hoseman 


TRUCK   COMPANY   No.  1. 
Location— No.  22  O'Farrell  street. 


NAMES. 

RANK. 
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TRUCK   COMPANY   No.  2. 
Location — No.  627  Broadway  street. 


NAMES. 

RANK. 

William  Conniff 

TRUCK    COMPANY    No.  3. 
Location — No.  1421  Market  street. 


NAMES. 

RANK. 

.......".'          Y 

William  Hopkins.. '. 

OF     FIRE     COMMISSIONERS. 


TRUCK    COMPANY    No.  4. 
Location— No.  1648  Pacific  avenue. 


NAMES. 

RANK. 

T.   B.    Kentzell 

George  Davis : 

W.   H.   Kelly 

TRUCK    COMPANY    No.  5. 
Location — No.  1819  Post  street. 


Matthew    Farley . . 

William    Otto 

Charles  Mulloy 

William  Serens.... 
T.  J.  Harrington. 
Henry  McMahon.. 

John  J.   Pyne 

Thoma.?  Timmons. 
Frederick  Woods. 
James  Walsh 


Captain 

.Lieutenant 

Driver 

..Tillerman 
..Truckman 
..Truckman 
..Truckman 
.  .Truckman 
..Truckman 
..Truckman 
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TRUCK   COMPANY   No.  6. 
Location — No.  1152  Oak  street. 


Joseph  Capelli 

Lieutenant 

TRUCK    COMPANY    No.  7. 
Location — No.  3050  Seventeenth  street. 


NAMES. 

BANK. 

Captain 

Michael  Wright 
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TRUCK  COMPANY  No.  8. 
Location — No.  38  Bluxome  street. 


Frank    Nichols Captain 

Walter  Boynton i   Lieutenant 

Joseph  Ryan j Driver 

William   Muenter ''  Tillerman 

George  T.  Logan Truckman 

Henry  Mulligan ! Truckman 

Joseph  H.  O'Brien Truckman 

Patrick   Hogan Truckman 

James  Dooley !   Truckman 

Andrew  Chesney '  Truckman 

Thomas   Fitzpatrick Truckman 

Michael  Flannigan Truckman 


TRUCK  COMPANY    NO.    9. 
Location — No.  2979  Twenty-fourth  street. 


NAMES. 

RANK. 

Charles  F.    Byrne ^ 

D  • 

H.  S.  Morrison 

C  J.  Reinfeld 

km 

T 

TSMiMrmo 
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CHEMICAL    ENGINE    COMPANY    No.  1. 
Location — No.  144  Second  street. 


Michael  O'Brien.. 

Richard   Allen 

James   Minigan . . . 
John   Fitzpatrick. 


Captain 

.Lieutenant 
Driver 

. .  .Hoseman 


CHEMICAL    ENGINE    COMPANY    No.  2. 
Location — No.  1819  Post  street. 


NAMES. 

RANK. 

CHEMICAL    ENGINE    COMPANY    No.  3. 
Location — No.  112  Jackson  street. 


Thomas   Murphy \  ^. Captain 

W.   A.   Cook. Lieutenant 

M.    J.    Higirins , Driver 

J.  F.  Meacham Hoseman 
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CHEMICAL    ENGINE     COMPANY    No.  4. 
Location — No.  451  McAllister  street. 


NAMES. 

RANK. 

CHEMICAL    ENGINE    COMPANY    No.  5. 
Location — No.  627  Broadway. 


NAMES. 

RANK. 

Captain 

J.    F.     Riley 

CHEMICAL    ENGINE    COMPANY    No.  6. 
Location— No.  311  Sixth  street. 


NAMES. 

RANK. 
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CHEMICAL    ENGINE    COMPANY    No.  7. 
Location — No.  3050  Seventeenth  street. 


Howard  Holmes 

A.  C.  Goddard 

Driver 

Hoseman 

WATER    TOWER    COMPANY    No.  1. 
Location — No.  108  New  Montgomery    street. 


NAMB8, 

RANK. 

MONITOR    BATTERY    No.  1. 
Location — No.  516  Bryant  street. 


1 

NAMES.                                                                                                            RANK. 

! 

■JHeNN»»*WWSt  I 
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MONITOR    BATTERY    No.  2. 
Location — No.  22  O'Farrell  street. 


NAMES. 

RAKK. 

RELIEF    ENGINE    COMPANY    No.  1. 


Henry  Gorter 

D.  R.  Connift 

Thomas  Muldowney. 


Captain 

.Lieutenant 
.  ..Hoseman 


RELIEF    ENGINE    COMPANY    No.  2. 


NAMES. 

RANK. 

r*.«* 

♦ 

T  1 ' 
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CORPORATION  YARD  EMPLOYEES. 


John  W.    Reilly. 

P.  H.  Fleming 

Henry   Rice 

Philip   Brady 

Charles  Claveau 

Edward  Murray 

John    Riley 

John  Sheehan 

J.    S.   Farley - 

Joseph  Sawyer 

Thomas   Bulger 

Luke  Curry 

Frank   Lester 

Alfred   Girot 

George    Knorp 

T.    Harrington 

Daniel   O'Neil 

William  Ward 

Timothy    Healy 

John  Rafferty 

William    Finnigan 

J.    McManus 

G.   F.   Cullen 

Frank    Spearman 

Thomas    McLaughlin. 

William  Kennedy 

L.  A.  Donovan 

Charles  Healey 

David  McKibben 

William    Byrne 

John    Karney , 

J.  Meagher 

Thomas   Buckley 

Edward   Payne 

William   Brown 

John    Moholy 

Frank  Powers , 

T.    O'Neill 


.Superintendent  of  Engines 

Clerk  and  Commissary 

Hydrantman 

Hydrantman 

Hydrantman 

Hydrantman 

, Drayman 

Drayman 

Watchman 

Watchman 

Machinist 

Machinis 

Machinis 

Machinis 

Machinis 

Machinis 

Blacksmith 

Blacksmith 

Blacksmith 

Blacksmith 

Blacksmith  Helper 

Blacksmith  Helper 

Blacksmith  Helper 

Blacksm  ith  Helper 

Brass  Finisher 

Wheelwright 

Wheelwright 

Painter 

Painter 

Painter 

Harness-maker 

Harness-maker 

Harness-maker 

Boiler-maker 

Machinist  Apprentice 

Machinist  Apprentice 

Helper  and  Janitor 

Helper  and  Janitor 
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DEPARTMENT  STABLE  EMPLOYEES. 


W.'  F.   F.gan 

"Veterinary  Surgeon 

36 
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STATEMENT  OP  THE  KIND  OF  APPARATUS,  CLASS, 

AND  DUTY  PERFORMED  BY  EACH  COMPANY 


KIND  OF  APPARATUS. 


CLASS   OF   APPARATUS. 


Engine    Company    No.    1,    American 

Engine  Company  No.  2,  Metropolitan,  double.. 

Engine  Company  No.  3,  Clapp  &  Jones 

Engine  Company  No.   4,  Metropolitan 

Engine  Company  No.  5,  Clapp  &  Jones,  double 
Engine  Company  No.  6,  Clapp  &  Jones,  double 
Engine  Company  No.  7,  La  Prance,   double  — 

Engine  Company  No.  8,  La  France,  double 

Engine  Company  No.   9,   Clapp  &  Jones 

Engine  Company  No.   10,  La  France 

Engine  Company  No.  11,  Amoskeag,  double  — 

Engine  Company  No.  12,  Metropolitan 

Engine  Company  No.  13,  La  France,  double... 

Engine  Company  No.  14,  American 

Engine  Company  No.   15,  La  France,   double... 

Engine  Company  No.   16,  Amoskeag 

Engino  Company  No.   17,   American 

Engine  Company  No.  18,  La  France,  double... 

Engine  Company  No.   19,  Metropolitan 

Engine  Company  No.  20,  Clapp  &  Jones 

Engine  Company  No.  21,  Clapp  &  Jones 

Engine  Company  No.  22,  La  France,  double... 
Engine  Company  No.  23,  La  France,  double... 
Engine  Company  No.  24,  La  France,  double... 
Engine  Company  No.  25,   Amoskeag,   double... 

Engine  Company  No.   26,   La  France 

Engine  Company  No.   27,   La  France 

Engine  Company  No.  28,  Clapp  &  Jones 


First 

Second.. 
Second . . 

First 

First.... 
First.... 
Third... 
Second., 
Second. 

First 

Second. 
First..., 
Second. 
Third... 
Third... 
Second. 

First 

Fourth. 
Second. 
Third... 
Third... 
Third... 
Third... 
Fourth. 
Second. 
Fourth. 
/Third... 
Second. 
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NUMBER  OF  MEN  AND  HORSES,  ALARMS  RESPONDED  TO 

FOR  THE  YEAR  ENDING  JUNE  30,  1901. 


NUMBER   OF    FEET    AND    SIZES. 


500  ft.  3  In. 


500  ft.  3  in. 
400  ft.  3  in. 
5O0  ft.  3  in. 
400  ft.   3  in. 

500  ft.  3  in. 

500  ft.  3  in. 

500  ft.  3  in. 


500  ft.  3  in. 
500  ft.   3  in. 


900  ft.   2%  in., 

1,400  ft.  2%  in. 

1,400  ft.   2%  in., 

900  ft.   2%  in., 

1,000  ft.  2%  in., 

900  ft.  2%  in., 

1,000  ft.   23/4  in., 

1,400  ft.   2%  in., 

900  ft.   2%  in., 

900  ft.   2%  in., 

1,800  ft.  2%  in. 

900  ft.   2%  in., 

1,500  ft.  2%  in., 

.,       900  ft.   2%  in 

1,500  ft.  2%  in., 

1,600  ft.   2%   in. 

,      900  ft.   2%  in. 

1,600  ft.   2V2  in. 

,      900  ft.   2%  in. 

1,600  ft.   2%   in. 

1,400  ft.   2%  in. 

1,800  ft.   2%  in. 

1,700  ft.   2%   in. 

1,400  ft.   2%  in. 

1,400  ft.   2%  in. 

1,550  ft.   2V»   in. 

,      900  ft.   2-y4   in. 

,      900  ft.  2%  in. 


200  ft.   \y2  in.. 


200  ft. 
200  ft. 
200  ft. 
200  ft. 
200  ft. 
200  ft. 
200  ft. 
200  ft. 
200  ft. 
200  ft. 
200  ft. 
,  200  ft 
200  ft. 
200  ft. 
200  ft. 
200  ft. 
200  ft. 
200  ft. 
200  ft. 
200  ft. 
200  ft. 
200  ft. 
200  ft. 
200  ft. 
210  ft. 
200  ft. 


1%  in.. 
1%  in.. 
1%  in.. 
1%  in.. 
114  in.. 
IVi  in.. 
1%  in.. 
l'/2  in.. 
1%  in.. 
iy2  in.. 
V/2  in.. 
1%  in 
iy2  in., 
1%  in. 
iy2  in. 
I'M  in . 
1%  in. 
1M>  in. 
1%  in. 
2V2  in. 
l'/2  in. 
V-k  in. 
iy2  in. 
1%  in. 
1%  in. 
1%  in. 


16 

49   33 
45  22 


15  51 
22  54 


76 
19 
37 

15  41 

15 
6  16 
42 
31 

19 

6 
21 

6 

8 

6 
15 
21 


as 
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STATEMENT 


KIND  OF  APPARATUS. 


CLASS   OF   APPARATUS. 


Engine  Company  No.   29,   Metropolitan 

Engine  Company  No.   30,   La  France 

Engine  Company  No.   31,   Metropolitan 

Engine  Company  No.   32,   La  France 

Engine  Company  No.   33,   Amoskeag 

Engine  Company  No.   34,   La  France,   double... 

Engine  Company  No.   35,   La  France 

Engine  Company  No.   36,   Amoskeag 

•Engine  Company  No.  37,   Amoskeag 

Truck  Company  No.   1,   Rumsey  Trussed 

Truck  Company  No.  2,   Straight  Frame 

Truck  Company  No.  3,  Holloway  Combination. 

Truck  Company  No.  4,   Straight  Frame 

Truck  Company  No.  5,   Straight  Frame 

Truck  Company  No.  6,   Straight  Frame 

Truck  Company  No.   7,   Straight  Frame 

Truck  Company  No.   8,   Hayes  Extension 

♦Truck  Company  No.   9,   Hayes  Extension 

Chemical  Company  No.  1,  Champion,  d'ble  SO.. 
Chemical  Company  No.  2,  Champion,  d'ble  60.. 
Chemical  Company  No.  3,  Champion,  d'ble  80.. 
Chemical  Company  No.  4,  Champion,  d'ble  60.. 
Chemical  Company  No.  5,  Champion,  d'ble  60.. 
Chemical  Company  No.  6,  Champion,  d'ble  60.. 
Chemical  Company  No.  7,  Champion,  d'ble  100. 

Water  Tower   No.    1 

Monitor  Battery  No.    1 * 

Monitor  Battery  No.   2 

*Went  into  service  May  11,   1901. 


Second 
Third.. 
Third.. 
Third.. 
Third.. 
Third.. 
First.. 
Second 
Second 
First.. 
First.. 
First.., 
Third.. 
Third.. 
Third.. 
Second 
Third.. 
Third.. 
First.., 
First.., 
First.., 
First.., 
First.., 
First.., 
First.., 
First.., 
First.., 
First.., 
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—Continued. 


5 

si 


NUMBER   OF   FEBT   AND   SIZES. 


Cotton. 
Cotton. 
Cotton. 
Cotton. 
Cotton. 
Cotton. 
Cotton. 
Cotton. 
Cotton. 


Rubber. 
Rubber. 
Rubber. 
Rubber. 
Rubber. 
Rubber. 
Rubber. 


1,450  ft.  3  in 

400  ft.  3  in.,  1,000  ft.  2*4  in.,  200  ft.  1%  in. 
520  ft.  3  in.,      900  ft.  2%  in.,  200  ft.   V£  in. 

1,800  ft.  2%  in.,  200  ft.    1%  in. 

2,050  ft.  2%  in.,  100  ft.  1%  in. 
500  ft.  3  in.,  900  ft.  2%  in.,  200  ft.  1%  in. 
500  ft.  3  in.,      900  ft.   2%  in.,  200  ft.   1%  in. 

3,000  ft.  2%  in.,  200  ft.  1%  in. 
500  ft.  3  in.,      900  ft.  2%  in.,  200  ft.   1%  in. 


250  ft.  1-in. 

250  ft.  1-in. 

250  ft.  1-in. 

250  ft.  1-in. 

250  ft.  1-in. 

250  ft.  1-in. 

250  ft.  1-in. 
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FIRES. 

During  the  year  the  department  responded  to  1,139  alarms  of  fire,  646  of  which 
were  from  street  and  automatic  boxes,  621  were  first  alarms,  21  second  alarms  and 
4  third  alarms,  and  493  were  silent  alarms,  received  verbally  or  by  telephone. 


LOSSES  BY  FIRE,  INSURANCE,  AND  AMOUNT  PAID. 


MONTH. 

LOSSES. 

INSURANCE. 

INSURANCE 

PAID. 

1900. 
July 

$76,916  96 
28,514  08 
33,639  81 
48,354  34 
20,743  97 
46,149  55 

58,056  70 
33,586  52 
49,111  67 
32,978  30 
8,814  92 
85,398  67 

$797,316  43 
380,550  00 
307,200  00 
478,150  00 
149,750  CO 
255,589  00 

392,150  00 
168,750  00' 
310,695  00 
458,610  00 
447,580  00 
315,431  59 

September 

28,432  81 
47,807  34 
19,643  97 

1901. 

23,779  02 
43,121  67 
26,701.30 
7,669  35 
44,034  67  " 

Total 

$523,265  49 

$4,461,772  02 

$419,573  43 
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NUMBER  OF  FEET  OF  WATER  MAINS   LAID   IN   CITY  FROM  JULY  1,  1900. 
TO  JULY  1,  1901. 


S1ZU   OF   MAINS. 

NUMBER  OF   FEET 
LAID. 

4-inch 

300 

6-inch 

5,600 
1,100 
6,400 
1,000 
2,000 

16,400 

HYDRANTS. 


New  Hydrants  set  during  the  year 122 

Hydrants  reset 73 

Hydrants   removed 8 

4-inch  hydrants  replaced  by  5-inch 38 


NUMBER  OF  HYDRANTS  IN  SERVICE. 

Spring  Valley  Water  Works 3,767 

Olympic  Salt  Water  Company 28 

Visitacicn  Water  Company 3 


Total  number  of  hydrants. 
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APPROPRIATION     AND     EXPENDITURES 


FISCAL  YEAR  19C0-1901. 


AMOUNT. 

TOTAL. 

£688,718  00 

EXPENDITURES. 

Repairs  to  apparatus  (including  salaries)— 

$44,066  10 

§49.312  48 
8,267  60 
6,096  38 
30.152  17 
10,727  85 
1,586  41 
12,327  50 
15,407  52 
5,795  00 
1,160  00 

13,668  93 

8,086  14 

625  00 

601  85 

17  90 

518,747  26 

577  85  ' 

Fuel 

Rent 

Removal  of  garbage 

Salaries  (uniform  force  and  office) 

Surplus  remaining 

§562  22 

• 
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HORSESHOEING. 


On   May   19,    1900,    the   Board   of     Fire 
horseshoeing  and  received   bids,   as  follows 


Commissioners    advertised   for   bids   for 


ss. 


lV 


Fred  Hoffmin SI  91 

J.  F.  Kennedy  1  93 

Paul  Friedhofer 2  50 

T.  J.  Crowley 2  50 

Nicholas  Morrissey 2  50 

Tbomas  McGee 2  50 

John  O'Rourke 2  00 

E.  M.  Graney 2  50 

James  F.  Mooney 2  50 


SI  30 

I  3d 

II  00 


No  extra  charge. 


In  order  to  determine  which  of  these  bids  was  the  lowest  it  became  necessary 
for  the  Board  to  make  an  estimate  of  the  probable  number  of  bar  shoes  and  rub- 
ber padr,  which  would  bo  required.  After  the  fullest  consideration  and  investiga- 
tion of  this  matter  the  Board  reached  the  conclusion  that  John  O'Rourke  was  the 
lowest  bidder,    and  so  awarded  the  contract  to  him. 

Suit  was  instituted  by  John  F.  Kennedy  to  compel  the  Board  to  award  the 
contract  to  him  on  the  ground  that  he  was  the  lowest  bidder,  alleging  conspiracy 
and  fraud  on  the  part  of  the  Board  in  awarding  the  contract  to  O'Rourke.  The 
action  was  tried  before  the  Hon.  J.  C.  B.  Hebbard,  and  while  his  Honor  declared 
that  the  charges  of  fraud  and  conspiracy  were  without  foundation,  he  concluded 
that  said  Kennedy  was  the  lowest  bidder,  and  instructed  the  Board  of  Fire  Com- 
missioners to  award  the  contract  for  the  unexpired  term  to  the  said  Kennedy. 
Whereupon  the  Board  of  Fire  Commissioners  so  awarded  the  contract  to  the  said 
Kennedy. 

A  detailed  statement  of  the  actual  cost  of  shoeing  horses  from  June  1,  1900, 
to  May  1,  ]901,  may  be  found  on  file  in  the  office  of  the  Board  of  Fire  Commis- 
sioners. 

The  actual  cost  under  the  Kennedy  contract  averaged  a  fraction  over  $2  03  per 
horse,  as  against  ?2  per  horse  under  the  O'Rourke  contract. 

This  matter  is  mentioned  in  this  report  simply  as  a  justification  of  the  position 
of  the  Commissioners,  who  were  at  all  times  convinced  that  they  had  let  the  con- 
tract to  the  lowest  bidder  when  they  awarded  it  to  O'Rourke. 

APPARATUS. 


The  following  apparatus  is  in  good  condition  and  in  regular  service  in  the  de- 
partment:   37  steam  fire  engines,  37  hose  wagons,  1  combination  hose  and  chemical 
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wagon,  9  hook-and-ladder  trucks,  7  chemical  engines,  2  water  towers,  2  monitor 
batteries,  25  officers'  buggies  (including  relief  buggies),  6  hydrantman  carts,  10 
delivery  wagons,  2  supply  wagons,  1  crane-neck  truck,  1  horse  ambulance,  50  bab- 
cock  hand  chemical  extinguishers  and  79,500  feet  of  cotton  hose. 

The  following  apparatus  is  in  good  condition  and  ready  to  do  relief  and 
emergency  work,  but  because  of  old  style  and  having  been  long  in  use  is  not 
capable  of  the  highest  efficiency  nor  of  regular  service:  15  steam  fire  engines,  16 
hose  wagons,  2  hose  carriages  and  1  hose  cart. 

NEW  APPARATUS. 

During  the  year  the  following  new  apparatus  and  equipments  were  purchased: 
Two  steam  fire  engines,  2  hook-and-ladder  trucks,  2  trussed  extension  ladders,  20 
pompier  or  scaling  ladders,  210  respirators,  a  life  net,  etc.,  the  hook-and-ladder 
trucks  being  thoroughly  equipped  with  the  most  modern  life-saving  devices. 

A  new  water  tower,  entirely  constructed  at  the  machine  shops  of  the  depart- 
ment, has  also  been  completed,  and,  after  two  most  thorough  and  satisfactory 
tests,   has  also  been  added  to  the  equipments  of  the  department. 

NEW   HOSE. 

During  the  year  16,000  feet  of  2%-inch  and  1,000  feet  of  1%-inch  cotton  hose 
was  purchased. 

HORSES. 

There  are  at  present  in  the  department  285  horses,  including  those  kept  for 
relief  purposes,   and  two  colts. 

With  the  exception  of  five  that  are  now  under  treatment  at  the  hospital,  all 
are  in  good  condition. 

During  the  year  35  horses  were  purchased  and  31  were  condemned  as  being 
unfit  for  service,  19  of  these  were  sold  at  public  auction  and  the  remainder  trans- 
ferred to  other  departments  of  the  municipality  requiring  the  same. 

Three  horses  were  killed  on  account  of  injuries,  etc.  There  were  500  treat- 
ments of  sick  horses  at  the  hospital  and  engine  houses,  and  but  four  deaths,  mak- 
ing a  total  of  seven  deaths  during  the  year. 

NEW   COMPANIES   ORGANIZED. 

On  May  1st  Engine  Company  No.  37  was  organized  and  went  into  service  in 
temporary  quarters  at  2919  Twenty-third  street,  and  Truck  Company  No.  9  at  2779 
Folsom  street,  pending  the  erection  of  suitable  quarters  in  that  vicinity  for  the 
permanent  housing  of  these  two  companies. 

ENGINE  HOUSES. 

All  of  the  engine  houses  are  in  good  condition  with  the  exception  of  Engine 
Houses  Nos.  5,  8,  9,  24  and  Truck  House  No.  5. 

Plans  and  specifications  have  been  prepared  for  a  new  house  on  Howard  street, 
near  Third,  and  when  the  same  is  completed  Engine  Company  No.  4  will  be  trans- 
ferred thereto  and  the  Water  Tower,  which  is  at  present  occupying  rented  quarters 
on  New  Montgomery  street,  will  be  transferred  to  the  house  vacated  by  Engine 
Company  No.  4  on  Second  street. 
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REAIi   ESTATE  ACQUIRED. 

The  following  real  estate  has  been  transferred  to  the  department  by  the  Board 
of  Supervisors,  at  the  request  of  this  Board: 

Lot  on  west  side  of  San  Bruno  avenue,  100  feet  south  of  Twenty-fifth  street, 
size  of  lot  100x200  feet. 

Lot  on  northwest  corner  of  San  Jose  avenue  and  road  leading  to  Branch  County 
Jail,   size  of  lot  100x150  feet. 

MEMBERS   RETIRED   ON   PENSION. 

The  following  members  were  retired  on  pension  during  the  year  on  account  of 
physical   disability: 

Joseph  Hogan,  Hoseman  Engine  Company  31,   retired  July  1,  1900. 
John  T.  Crummey,  Hydrantman,  retired  November  1,  1900. 
Joseph  Wolf,   Truckman  Truck  Company  2,  retired  January  1,   1901. 
Patrick  Barry,  Lieutenant  Engine  Company  23,  retired  April  1,  1901. 

DONATIONS  RECEIVED. 

Voluntary  donations,  in  recognition  of  excellent  services  rendered  by  members 
of  the  department  in  the  performance  of  their  duties,  were  received  by  the  Chief 
Engineer,  for  the  benefit  of  the  firemen's  benevolent  fund: 

Fulton  Engineering  and  Shipbuilding  Company,  August  3,  1900 $100 

J.   Techau,   proprietor  Techau's  Tavern,   November  15,   1900 50 

J.   Noonan  Furniture  Company,  January  29,   1901 100 

New  houses  are  urgently  needed  for  the  following  companies,  their  present 
quarters  being  in  poor  condition: 

Engine  Company  No.  5,  1219  Stockton  street. 

Engine  Company  No.  8,   1648  Pacific  avenue. 

Engine  Company  No.   9,  320  Main  street. 

Engine  Company  No.  24,  44C  Douglass  street. 

Truck  Company  No.  5,   1819  Post  street. 

Owing  to  the  limited  appropriation  to  the  Board  of  Public  Works  for  this  pur- 
pose, only  one  house  can  be  built,  namely,  the  house  on  Howard  street,  near  Third, 
already  referred  to  in  this  report. 

The  department  needs  a  first-class  fire  boat  for  the  better  protection  of  the 
valuable  and  ever-increasing  water  front  property  and  shipping  interests,  and  we 
again  most  earnestly  recommend  that  ample  provisions  be  made  for  this  purpose  in 
the  next  tax  levy. 

We  further  recommend  that  provisions  be  made  for  putting  in  an  auxiliary 
salt  water  system  in  the  downtown  districts,  for  the  better  protection  of  the 
enormous  values  found  in  that  section  of  our  city. 

The  department  is  in  excellent  condition.  All  the  companies  in  the  business 
portion  of  the  city  have  a  full  complement  of  men,  and  in  the  outlying  districts 
the  companies  have  been  increased  and  strengthened  as  far  as  our  appropriation 
would  admit. 

CONSTRUCTION,    TOPOGRAPHY    AND    ISOLATION. 

The  construction  of  buildings,  the  topography  and  the  isolation  of  San  Fran- 
cisco make  it  imperative  that  cur  department  be  maintained'  to  the  highest  point 
of  efficiency. 


!(, 
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The  following  table  will  show  the  relative  number  of  frame  and  brick  buildings 
in  the  cities  named: 


m 

ctf 

Q 

on 

2 

o 

g 

■ 

er 

o 

Brick 

3.881 

25,200 

69,849 

85,498 

226,245 

50,494 

55,739 

51,818 

18,498 

13,885 

It  will  be  observed  that  in  San  Francisco  about  7  per  cent,  of  the  buildings 
are  brick  and  93  per  cent,  frame;  in  Boston,  30  per  cent,  brick  and  70  per  cent, 
frame  (this  includes  the  extensive  suburban  districts  of  the  city  of  Boston);  in 
Chicago.  56  per  cent  brick  and  44  per  cent,  frame;  in  St.  Louis,  80  per  cent, 
brick  and  20  per  cent,  frame;  in  Philadelphia,  94  per  cent,  brick  and  6  per  cent, 
frame.  San  Francisco  has  the  largest  percentage  of  frame  buildings  of  any  of  the 
cities  named. 

Our  city  is  also  located  upon  many  hills,  over  which  it  is  difficult  to  drag  our 
apparatus,  hence  we  must  have  many  stations  so  located  as  to  reach  the  most 
difficult  points.  Every  other  city  named  is  built  upon  level  ground,  where  the 
heaviest  apparatus  can  be  carried  with  great  rapidity  from  one  part  of  the  city  to 
another. 

San  Francisco  is  practically  limited  to  its  own  apparatus,  for  there  are  only  14 
steam  fire  engines  all  told  in  other  cities  and  towns  within  75  miles  of  San  Fran- 
cisco. We  are  therefore  compelled  to  rely  almost  exclusively  upon  our  own  pro- 
tection. The  city  of  Boston,  for  illustration,  aside  from  having  a  very  large  fire 
department  of  its  own,  and  auxiliary  salt  water  mains  running  from  the  bay  into 
the  center  of  the  city,  and  to  which  fire  boats  of  great  power  may  be  attached, 
may  call  for  assistance  from  cities  and  towns  located  within  a  radius  of  50  miles 
160  steam  fire  engines  in  event  of  a  great  conflagration.  For  these  reasons  it  is 
obviously  the  part  of  wisdom  to  make  the  most  liberal  provisions  for  this  branch 
of  our  city  government. 

In  an  appendix  hereto  will  be  found  a  list  of  the  persons,   firms  and  corpora- 
tions  from    whom   the   department    has    purchased    apparatus,    materials   and    sup- 
plies during  the  fiscal  year  1900-1901. 
Respectfully    submitted,. 

BOLLA  V.    WATT,    President; 
M.  H.  HECHT, 
JOHN  H.,  GRADY, 
J.   C.   McKINSTRY, 

BOARD  OF  FIRE  COMMISSIONERS. 
J.  W.   MCCARTHY,   Secretary. 
D.   T.   SULLIVAN,   Chief  Engineer. 
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PERSONS   AND   FIRMS   FROM  WHOM   SUPPLIES   WERE   PURCHASED    DUR- 
ING TEAR  1900-1901. 

Arctic   Oil  Works,    oils,    etc $783  22 

Alexander,  L.  &  M:  &  Co.,   typewriter 117  50 

American  Fire  Engine  Company,   engines 9,498  52 

Abner    Doble,     hardware 20  45 

Ames  &  Harris,  flags 43  00 

Bauer  Lamp  and  Reflect.    Co.,   lamps 358  20 

Boesch  Lamp  Co.,   lamps S2  88 

Bremerer,  A.,   tool  sharpening 6  00 

Buswell.   G.   F.,   patterns 418  90 

Buchanan  Bros.,   brushes 68  8S 

Betts  Spring  Co.,   spring  repairing 495  52 

Bennett,   E.   W.,   metal   polish 252  00 

Burke,    Thos.,   wood 1,003  10 

Birch,   W.    H.   &  Co.,   welding 276  10 

Brandenstein,   H.  &  Co.,  rent  water  tower 720  00 

Bloom,   Samuel  &  Sons,   leather,   etc 364  44 

Brown  &  Power,  stationery 8  23 

Bowers  Rubber  Co.,  hose  and  rubber  goods 12.6S1  42 

Boston   Woven   Hose   and   Rubber   Co.,    hose   and    rubber 

goods   367  38 

Belmont   Supply  Co.,   salt  bricks 135  00 

Coffin,    Alonzo,    patterns 205  40 

Crane  Co.,   hardware 456  60 

Chapman,   R.   S.,   pompier  ladders,   etc 1,214  00 

Cumming,    George,    forge 50  00 

Clayburgh  &  Golcher,  masks  for  respirator 6  00 

Cowell,  Henry  &  Co.,   lime 2  50 

Clawson,   L.   E.,   patent  chimneys 55  50. 

Cal.   Perforated  Screen  Co.,  screen  fittings 15  62 

Central  Mill  &  Lumber  Co.,   hydrant  posts 8  50 

Carew  &  English,   gloves  funeral  detail 12  50 

Dallam,   F.   B.   &  Co.,   supplies 252  08 

Dunham,   Carrigan  &  Hayden  Co.,   hardware 1,523  10 

DcLano  Bros.,   copper  work 12  50 

Doyle,   J.   J.,   horses 5,000  00 

Degan,    L.   P.,    leather  belting 13  92 

Driver,  Aber  &  Co.,  ladders 160  00 

Doyle,   Henry  &   Co.,   twine,    etc 57  16 

Eaton,  W.  L.  &  Co.,  rubber  goods , 9  36 

Eagle  Rubber  Co.,   rubber  goods 10  40 

Fuller,  W.  P.  &  Co.,  paints,  brushes  and  supplies 2,488  83 

Fuller,   Geo.   H    Desk  Co.,   furniture 295  35 

Flint  Carriage  Hardware  Co.,  hardware 170  20 

Fulda  Planing  Mills,   redwood  tanks 28  00 

Globe  Brass  and  Bell  Foundry,   brass  goods 740  27 

Greenberg,   M.   Sons  &  Co.,   brass  goods 8,777  31 

Goodyear  Rubber  Co.,    rubber  goods 844  42 

Gas  Consumers'   Association,   meter  test 6  00 

Gibbs,   Geo.  W.    &  Co.,   hardware 228  14 

Garratt.  W.  T.   &  Co.,  brass  goods 167  40 

Guthrie     Samuel,   respirator  device 60  00 
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Holbrook,    Merrill   &   Stetson,    hardware $1,114  51 

Hayes,    Thos.   K.,    harness   and   supplies 2,773  02 

Hayes,   D.   D.,   settlement  patent  claim 250  00 

Holt  Bros.   &  Co.,  hardwood 556  G8 

Horan,  J.  D.,  horses 495  00 

Heins,    Alex.,    leather   belting 39  80 

Howe  Scale  Co.,   scale 7  50 

Haselbacher,  J.  A.,   floor  brushes 155  00 

Henshaw-Bulkeley  Co.,  blowers 30  00 

Hasssfurther,    E.    J.,    furniture 199  96 

Herrman  Safe  Co. ,  lock  repairing 3  00 

Irvine,   J.   C,   badges 97  50 

Cunningham,    Curtiss    &   Welch,    stationery 8  90 

Jensen,   George  C,   rubber  tires 447  92 

Johnson,   J.   C.   &  Co.,   harness,   etc 2  50 

Keefe,    D.,    forage 25,482  39 

Kingwell,   V.,  brass  goods 211  80 

Kennedy,   J.   F.,   horseshoeing 3,318  87 

Lloyd-Scovel  Iron   Co.,   hardware 816  18 

Langley-Michaels  Co.,    drugs 94  62 

Levenson   &  Co.,   supplies 56  70 

Levi  Strauss  &  Co.,  supplies  for  parade 14  00 

Liberty  Iron    Works,    hydrant   bends 24  00 

Lewis  Covering  Co.,   pipe  covering 45  59 

Leege   &   Haskins,    supplies 0  90 

Mack  &  Co.,  supplies  and  drugs 1,449  35 

Montague,   W.   W.    &  Co.,    stoves 54  60 

Montanya,   J.    de  la   Est.    of,    hardware 28  00 

Marwedel,    C.    F.,    hardware 126  78 

McGrath,    J.,    horse 150  00 

Moynihan,   T.   J.,   boiler  work 234  00 

Miller,   Sloss  &  Scott,   hardware 1,093  76 

Murphy,   J.   W  ,   stable  hire ■ 720  00 

Morton,    Thos.,    fuel 9,948  65 

Main  &  Winchester,   harness,   etc 327  28 

Market-street    Railway    Co.,    power 356  75 

Morrison,   David,   rent  of  Truck  No.  9 80  00 

Nason,   R.   N.   &  Co.,   paints 156  95 

Nathan,  Dohrman  Co.,  supplies 230  33 

Neville  &  Co.,  canvas  goods 4  00 

Nugent,    Richard,   wagon 175  00 

O'Rourke,   John,   horseshoeing 2,242  00 

Osborn.   C.   M.,   canvas  goods 69  72 

Pacific  Tool  and  Supply  Co.,   tools 340  37 

Peters  &  Cowie,  forage 3,276  14 

Payot,   Upham  &  Co.,   filing  cabinet, etc 128  75 

Parke   &   Lacey,    tools , 53  00 

Picetti,    G. ,    garbage    removal 625  00 

Plum,    Chas.    M.,    furniture,    carpets 231  00 

Parcells-Greenwood  Co.,   scale 162  50 

Punnet   Bros.,   map   mounting 4  50 

Quadt,  John,  papering,  etc 60  00 

Redington  &  Co.,   drugs 167  47 

Robinson  Chemical  Co. ,   harness  dressing 52  00 

Rubber  Tire  Wheel  Co.,   tire  repairs 6  00 
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Rumsey   &   Co.,    trucks $4,550  00 

Spring  Valley  Water  Works,  hydrant  setting 5,272  50 

S.  F.   Gas  and  Electric  Co.,   power 219  60 

Scott  &  Magner,   forage 1,060  72 

Smith,   C.   W.,  copper  work 25  00 

Smith,   H.  P.  &  Son,   forage 332  92 

Sanborn,   Vail  &  Co.,   stationery,  etc 41  64 

Selby  Smelting  and  Lead  Works,  metal 9  40 

Seary   Furniture   Co.,    furniture 95  70 

Smith,  A.   B.  Furniture  Co.,  furniture 501  15 

Shelby  Electric   Co.,    light  globes 54  00 

Steiger  &  Kerr,   castings 232  83 

Schouten,   J.  W.   &  Co.,   lumber 39  00 

Snell,   E.   L.,   lime 8  85 

Stone,   L    D.   &  Co.,   harness,   etc 10  00 

Simonds  Saw  Co.,   hardware 7  24 

Sundries  (horseshoeing  case) 129  35 

Santa  Clara  Milk  Co.,  horse 150  00 

S.    F.   Candle   Co.,    candles 17  00 

Scott  &  Van  Arsdale  Co..   lumber 14  69 

Singer   Manufacturing   Co.,    machine 32  25 

Taylor,    P.   T.   &   Co.,   gear  cutting 24  00 

Taylor-Spottswood  Co.,   hardwood,    etc 169  10 

Union  Iron  Works 140  00 

Umbsen,   G.   H.,   Agents,   rent  Engine  No.   37 100  00 

Aran  Winkle,  L.  E.,  hardware 169  04 

Vanderslice  Co.,    badges 66  64 

Whittier-Coburn  Co.,   paints 69  90 

Will  &  Finck  Co.,   tool  sharpening 6  00 

Waterhouse  &  Lester,  hardwood  and  wagon  material 125  88 

Western  Transfer  and  Storage  Co.,   rent  Engine  No.   6....  260  00 

White  Bros.,   hardwood 336  15 

Yates  &  Co.,  paints 1,121  27 

Young,    James,    millwork 102  75 

Total 
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RULES  AND  REGULATIONS  GOVERNING  THE  SAN  FRAN- 
CISCO FIRE  DEPARTMENT. 

RULE    1. 

Subdivision  1.  The  office  of  the  Board  of  Fire  Commissioners  shall  be  the 
headquarters  of  the  San  Francisco  Fire  Department.  Office  hours  for  the  trans- 
action of  business  shall  be  from  S:30  o'clock  a.  m.  to  5  o'clock  p.  m.  (Sundays  and 
legal  holidays  excepted). 

2.  The  Secretary  of  the  Board  of  Fire  Commissioners  shall  have  his  office  at 
the  office  of  the  Board  of  Fire  Commissioners,  and  shall  be  in  attendance  there 
daily  during  office  hours.  He  shall  keep  a  record  of  all  official  actions  of  said 
Board.  He  shall  keep  and  be  held  responsible  for  the  accuracy  of  the  book  ac- 
counts of  the  Department.  He  shall  devise  and  enforce,  with  the  approval  of  the 
Board,  such  rules  and  regulations  for  checking  the  receipt  and  use  of  material, 
supplies,  forage,  etc.,  as  will  insure  absolute  accuracy  in  compliance  with  con- 
tracts or  agreements  of  purchase,  and  the  proper  use  of  such  articles.  He  shall 
have  the  custody  of  and  preserve  all  records,  books,  documents  and  papers  be- 
longing to  the  Department,  and  do  and  perform  such  other  duties  as  may  be  re- 
quired of  him  by  the  Board  of  Fire  Commissioners. 

3.  The  headquarters  of  the  Chief  Engineer  shall  be,  during  office  hours,  at  the 
office  of  the  Board  of  Fire  Commissioners,  where  he  shall  be  in  attendance,  when 
not  otherwise  engaged  in  the  business  of  the  Department.  After  office  hours  his 
headquarters  shall  be  at  the  house  of  Engine  Company  No.  2,  on  Bush  street, 
west  of  Kearny. 

4.  The  headauarters  of  the  First  Assistant  Chief  Engineer  shall  be,  during 
office  hours,  at  the  office  of  the  Board  of  Fire  Commissioners,  where  he  shall  be 
in  attendance,  when  not  otherwise  engaged  in  the  business  of  the  Department. 
After  office  hours  his  headquarters  shall  be  in  the  house  of  Engine  Company  No. 
17,  at  No.  34  Mint  avenue,   except  when  otherwise  ordered. 

5.  The  headquarters  of  the  Second  Assistant  Chief  Engineer  shall  be  in  the 
house  of  Engine  Company  No.  39,  at  1425  Market  street  (except  when  otherwise 
ordered),  and  he  shall  be  in  attendance  there  when  not  otherwise  engaged  in 
business  of  the  Department. 

RULE    2. 

1.  The  Department  shall  be  divided  into  eight  Districts,  each  of  which  Dis- 
tricts shall  be  under  the  immediate  supervision  of  an  Assistant  or  a  Battalion 
Chief,  with  headquarters  in  his  District.  Said  Districts  and  headquarters  shall 
be  as  follows: 

District  No.  1  shall  comprise  Engine  Companies  1,  5,  28,  Truck  2,  Chemical 
Engines  3,  5,   with  headquarters  at  1804  Stockton  street. 

District  No.  2  shall  comprise  Engine  Companies  2,  4,  9,  12,  17,  Truck  1, 
Chemical  Engine  1,  Monitor  Battery  2,  Water  Tower,  with  headquarters  at  410 
Bush  street,   Engine  House  2. 

District  No.  3  shall  comprise  Engine  Companies  6,  10,  16,  35,  Truck  8,  Chemical 
Engine  6,  Monitor  Battery  1,  with  headquarters  at  Engine  House  10,  516  Bryant 
street. 

District  No.  4  shall  comprise  Engine  Companies  11,  13,  18,  25,  32,  33,  37,  and 
Truck  Company  9,    with  headquarters  at  Engine  House  25,  2547  Folsom  street. 

District  No.  5  shall  comprise  Engine  Companies  3,  S,  20,  31,  Truck  4,  with 
headquarters  at  Engine  House  3,  1317  California  street. 
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District  No.  6  shall  comprise  Engine  Companies  15,  23,  26,  34,  36,  Truck  5, 
Chemical   Engine  2,    with  headquarters  at  Engine  House  15,  2114  California  street. 

District  No.  7  shall  comprise  Engine  Companies  14,  21,  22,  24,  27,  30,  Truck  6, 
with   headquarters  at  Engine  House  27,   621   Hermann   street. 

District  No.  8  shall  comprise  Engine  Companies  7,  19,  29,  Trucks  3,  7,  Chemical 
Engines  4,   7,   with  headquarters  at  Engine   19,    1749  Market  street. 

2.  There  shall  be  two  Divisions  of  the  Department,  viz: 
Division  No.  1— Comprising  Districts  Nos.  1,  2,  3  and  5. 
Division  No.  2 — Comprising  Districts  Nos.  4,  6,  7  and  8. 

3.  One  of  said  Divisions  shall  be  under  the  immediate  supervision  of  the  First 
Assistant  Chief  Engineer,  and  the  other  under  the  Second  Assistant  Chief  Engineer. 

4.  Assignments  of  the  First  Assistant  Chief  Engineer  and  of  the  Second  As- 
sistant Chief  Engineer  to  Divisions  and  of  Battalion  Chiefs  to  Districts,  shall  be 
made  by  the  Board  of  Fire  Commissioners,  on  the  recommendation  of  the  Chief 
Engineer  Such  assignments  may  be  changed  from  time  to  time,  as  the  Board 
may   determine. 

RULE    3— THE    CHIEF    ENGINEER. 

1.  The  Chief  Engineer  shall  be  the  Chief  Executive  Officer  of  the  Fire  De- 
partment, and  shall  have  and  exercise  supreme  command  at  all  fires  over  the 
officers  and  employees  of  the  Department,  and  over  all  the  apparatus  and  appur- 
tenances belonging  thereto. 

2.  He  shall  take  all  measures  which  he  may  deem  expedient  for  the  ex- 
tinguishment of  fires  and  protection  of  property  and  saving  of  life,  and  shall  see 
that  all  laws  and  ordinances  of  the  City  and  County,  and  all  orders,  rules  and 
regulations  made  by  the  Commissioners,  concerning  the  Fire  Department,  are 
enforced. 

3.  The  Chief  Engineer  shall  cause  to  be  kept  in  the  office  of  the  Commission 
a  complete  record  of  all  complaints  lodged  with  him  by  the  Battalion  Chiefs,  and 
may  suspend  any  subordinate  officer,  member  or  employee  of  the  Department  for 
incompetency,  or  for  any  violation  of  the  rules  and  regulations  of  the  Department, 
and  shall  forthwith  report  in  writing  such  suspension,  with  his  reasons  therefor, 
to  the  Commission. 

4.  He  shall  diligently  observe  the  condition  of  the  men  and  apparatus,  and 
general  condition  of  the  Department,  and  report  in  writing  thereon  at  least  once 
a  month,  and  vhenever  required  to  do  so,  to  the  Commission,  and  make  such 
recommendations  and  sugggestions  respecting  the  same  as  he  may  deem  proper. 

5.  He  shall  see  that  proper  discipline  is  maintained  by  the  offioers  and  men, 
and  shall  report  to  the  Commissioners  any  officer,  member  or  employee  of  the 
Department  who,  by  reason  of  age,  disease,  accident,  incompetency,  insubordina- 
tion or  other  cause,  cannot  or  do«-s  not  fully,  energetically,  promptly  and  properly 
perform  his  duties  in  the  Department. 

6.  He  shall  also  perform  such  other  duties  as  the  Commissioners  may  direct. 

RULE    4— FIRST    ASSISTANT    CHIEF    ENGINEER. 

1.  The  First  Assistant  Chief  Engineer  shtUl  rank  next  to  the  Chief  Engineer, 
and  shall  attend  all  fires  within  the  division  to  which  he  is  assigned,  and  such 
other  fires  as  he  may  be  assigned  or  summoned  to  by  the  Chief,  and,  in  the  ab- 
sence or  inability  to  act  of  the  Chief  Engineer,  shall  have  and  exercise  the  duties 
and  powers  cf  that  officer. 

2.  He  shall  visit  all  the  houses  and  companies  of  the  Department  at  least 
once  a  month,  and  shall  report  the  condition  of  each  to  the  Chief  Engineer. 
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3.  He  shall  see  that  good  order  and  proper  discipline  is  maintained  among 
the  members  of  the  Department,  and  that  all  laws  and  ordinances  of  the  City  and 
County,  and  all  orders,  rules  and  regulations  of  the  Department,   are  enforced. 

4.  He  shall  inspect  the  uniforms  of  all  officers,  and  require  strict  compliance 
with  the  specifications  therefor  hereinafter  given. 

5.  He  shall  alsc  perform  such  other  duties  as  the  Commissioners  or  Chief 
Engineer  may  direct. 

r;         >  RULE    5— SECOND    ASSISTANT    CHIEF    ENGINEER. 

1.  The  Second  Assistant  Chief  Engineer  shall  rank  next  to  the  First  Assistant 
Chief  Engineer,  and  shall  attend  all  fires  within  the  division  to  which  he  is  as- 
signed, and  such  other  fires  as  he  may  be  assigned  or  summoned  to  by  the  Chief 
or  First  Assistant  Chief  Engineer,  and  in  the  absence  or  inability  to  act  of  the 
Chief  or  First  Assistant  Chief  Engineer,  shall  have  and  exercise  the  duties  and 
powers  of  the  First  Assistant  Chief  Engineer. 

2.  Ha  shall  ree  that  good  order  and  discipline  is  maintained  by  the  members 
of  the  Department  in  his  Division;  that  all  laws  and  ordinances  of  the  City  and 
County,   and  all  orders,   rules  and  regulations  of  the  Department,   are  enforced. 

3.  Ho  shall  examine  all  buildings  assigned  to  him  in  such  district  and  report 
to  the  Chief  Engineer  concerning  the  same.  He  shall  forthwith  report  in  writing 
to  the  Board  of  Public  Work*  such  buildings  or  structures  as  are  found  to  be  in 
dangerous,  defective  or  unsafe  condition,  and  a  duplicate  of  such  report  shall 
be  forwarded  to  the  Chief  Engineer. 

4.  He  must,  for  practice,  communicate  once  each  day  with  the  Fire  Alarm 
Olhce  by  means  of  the  telegraph  key  or  appliance  in  the  nearest  fire  alarm  box 
to   his   headquarters. 

5.  He  shall  also  perform  such  other  duties  as  the  Commissioners  or  Chief  En- 
gineer may  direct. 

RULE   0— CHIEFS   OF    BATTALIONS. 

1.  The  Chiefs  of  Battalions  shall  respond  to  all  alarms  of  fire  within  the 
respective  districts  to  which  they  are  assigned,  and  on  arriving  thereat  shall  im- 
mediately report  to  the  commanding  officer  in  charge  of  the  fire. 

2.  In  the  absence  of  the  Chief  Engineer  or  Assistant  Chief  Engineer  at  fires, 
the  command  of  the  force  will  devolve  upon  the  Chief  of  Battalion  who  first 
arrives,  and  he  shall  remain  in  charge  until  the  arrival  of  a  superior  officer. 

3.  They  shall  visit  each  alternate  day  each  company  house  under  their  charge, 
inspect  its  condition,  and  see  that  the  horses,  apparatus,  hose  and  equipments 
are  in  proper  condition  for  efficient  service.  They  shall  obtain  a  written  report 
concerning  the  same  from  the  captain  of  each  company,  and  upon  returning  to 
headquarters,  prepare  and  forward  to  the  Chief  Engineer  a  written  report  of 
the  result  of  such  visit  and  inspection. 

4.  He  shall  examine  all  buildings  assigned  to  him  in  such  districts  and  report 
to  the  Chief  Engineer  concerning  the   same. 

5.  He  shall  forthwith  report  in  writing  to  the  Board  of  Fire  Wardens,  who 
shall  report  to  the  Board  of  Public  Works,  and  keep  a  record  of  the  same  in  a 
book  kept  for  that  purpose,  such  buildings  or  structures  as  are  found  to  be  in 
dangerous,   defective  or  unsafe  condition. 

6.  They  shall  be  held  responsible  for  the  discipline  of  all  companies  under 
their  respective  commands,  they  shall  also  enforce  all  laws  and  ordinances  of  the 
City  and  County,  and  a  strict  compliance  with  all  orders,  rules  and  regulations  of 
the  Department,  and  report  promptly  to  the  Chief  Engineer  every  infraction  of 
such  rules. 


OF     FIRE     COMMISSIONERS.  53 


7.  They  shall  report  promptly  to  the  Chief  Engineer  any  accident  or  other 
rircumstanee   calling   for   prompt  attention. 

8.  They  shall  inspect  the  uniforms  of  the  officers  and  men  under  their  super- 
vision before  they  are  worn,  and  reject  all  not  in  conformity  with  the  specifica- 
tions hereinafter  given. 

§.  They  shall  be  constantly  on  duty  at  their  respective  headquarters,  except 
when  necessarily  engaged  elsewhere  on  Department  business,  and  shall  not  leave 
their  districts   3xeept  in  case  of  fire  or  by  permission  of  the  Chief  Engineer. 

10.  They  must,  by  way  of  practice,  communicate  once  each  day  with  the  Fire 
Alarm  Office,  by  means  of  the  telegraph  key  or  appliance  in  the  nearest  fire  alarm 
fcas  to  their  respective  headquarters. 

11.  They  shall  also  perform  such  other  duties  as  the  Commissioners  or  Chief 
Engineer  may  direct. 

RULE   7-THE    BOARD    OF    CHIEFS. 

J.  The  Chief  Engineer,  the  Assistant  Chief  Engineers  and  the  Battalion  Chiefs 
of  the  Department  shall  compose  the  Board  of  Chiefs.  } 

2.  The  Board  of  Chiefs  shall  hold  regular  meetings  each  month,  or  as  often 
as  is  necessary. 

3.  The  regular  monthly  meetings  shall  be  held  at  the  Fire  Warden's  rooms  on 
the  third  Monday  of  each  month  at  10  o'clock  a,  m. 

4.  The  Chief  of  Department  shall  be  ex-officio  chairman  of  the  Board  and  one 
Bi  its  members  shall  be  elected  secretary,  whose  duty  it  shall  be  to  make  and  keep 
a  proper  record  of  the  proceedings. 

5.  The  Board  of  Chiefs  shall  consider  the  interests  of  the  Fire  Department  as 
to  its  personnel,  discipline,  occupation  cf  the  men  while  in  their  company  houses, 
location  of  houses  and  the  apparatus  to  be  kept  or  placed  therein,  the  character 
•f  the  apparatus,  hose,  nozzles,  etc.,  noting  those  giving  best  use  and  satisfaction, 
&od  all  other  matters  relating  to  the  development  and  perfecting  of  the  San  Fran- 
cisco Fire  Department,  to  the  end  that  it  may  reach  the  highest  efficiency. 

ff.  The  Board  of  Chiefs  will  transmit  to  the  Board  6f  Fire  Commissioners  such 
Tfrommendations  as  they  may  agree  upon  from  time  to  time. 

RUDE  8-CAPTAINS. 

I.  Captains  shall  have  and  exercise  command  over  their  respective  companies, 
aa«t  shall  be  responsible  for  the  discipline  and  condition  thereof,  and  shall  see 
that  the  houses  under  their  control,  and  everything  pertaining  thereto,  horses, 
harness,  apparatus  and  equipments,  are  at  all  times  kept  in  proper  order. 

?.  They  shall  enforce  a  rtrict  compliance  with  the  rules  and  regulations  of  the 
Department  and  the  orders  of  the  Chief  Engineer,  and  report  to  their  Battalion 
Chief's  any  infractions  thereof. 

The  Captain  of  each  company  shall  keep  three  books,  to  be  designated  as  fol- 
lows: 

fa>  The  Property  Book,  (b)  The  Supply  Book.  These  two  may  be  combined 
3e  ene.     (c)    The  Journal. 

i~  In  the  Property  Book  shall  be  entered  a  complete  list  of  all  the  property  in 
the-  wmpany  house  under  his  control,  furniture,  horses,  apparatus,  hose,  tools, 
*lr.,  as  it  is  received  by  him  from  time  to  time,  and  such  as  may  become  use- 
less,, er  is  destroyed,  or  that  may  be  returned  to  the  corporation  yards,  stables, 
shop?,  or  the  persons  or  firms  from  whom  purchased.  At  the  end  of  each  fiscal 
jestr  each  Captain  shall  report  in  full  in  writing  all  the  property  in  his  possession 
hetaaging  to  tha  Department. 

5.  In  the  Supply  Book  shall  be  kept  an  accurate  memorandum  of  all  perishable 
supplies  received,  such  as  forage,  fuel,  etc.,   the  date  of  receipt,   the  name  of  the 
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party  from  whom  received,  and  the  quality  of  such  supplies.  A  receipt  shall  be 
given  in  every  case  for  supplies  received  and  a  written  statement  thereof  for- 
warded to  the  Commissioners  monthly. 

6.  In  the  Journal  shall  be  entered  a  brief  history  of  each  day's  happenings. 

(a)  Particulars  of  all  alarms  responded  to. 

(b)  Accidents  to  men,  horses  or  apparatus. 

(c)  Special   duty  performed   by   officers   or  men   or  company. 

(d)  Delinquencies  and  insubordination. 

(e)  Orders  received,   how  and  from  whom  received. 

(f)  Unusual   occurrences. 

7.  Captains  shall,  with  their  companies,  respond  promptly  to  alarms  of  fire,  ac- 
cording to  directions  issued  from  time  to  time  by  the  Chief  Engineer,  and  upon 
their  arrival  at  a  fire  immediately  report  to  the  officer  in  command;  or  if  first  to 
arrive,  assume  and  exercise  command  until  the  arrival  of  a  superior  officer,  and 
if  deemed  necessary,  shall  order  a  second  alarm  before  the  arrival  of  a  superior 
officer.  The  apparatus  shall,  immediately  upon  arrival  at  a  fire,  be  placed  in  posi- 
tion for  service. 

8.  They  shall  not  permit  racing  going  to  or  returning  from  a  fire,  nor  permit 
their  apparatus  to  pass  other  apparatus  (unless  disabled)  going  to  the  same  fire, 
r.or  shall  they  permit  their  apparatus  to  be  driven  at  a  rate  of  speed  likely  to 
cause  accidents. 

9.  They  shall  politely  receive  visitors  and  answer  all  proper  questions  civilly, 
explaining  when  requested  to  do  so  the  apparatus,  alarms,  etc.,  in  their  charge, 
but  shall  not  allow  habitual  lounging  or  visiting  in  or  about  quarters,  nor  permit 
children  therein  unless  accompanied  by  parents  or  attendants. 

10.  They  shall  devote  one  hour  each  Friday  to  reading  and  explaining  to  the 
members  of  their  companies  the  rules  and  regulations  of  the  Department  pertain- 
ing to  the  duties  of  the  men. 

11.  They  shall  justly  apportion  among  the  members  of  the  company  the  work 
required  about  the  house,  and  shall  see  that  the  same  is  completed  and  that  every- 
thing is  in  readiness  for  inspection  daily  at  10  o'clock  a.  m.  sharp,  at  which  time 
all  members  of  the  company  will  appear  in  uniform,  except  in  case  of  working 
fire  during  previous  night,  or  on  days  when  detailed  for  tower  drill. 

12.  They  shall,  after  inspection,  make  out  and  deliver  to  the  Battalion  Chief 
on  each  alternate  day  a  report  of  the  condition  of  the  house,  horses,  apparatus, 
hose  and  other  equipments  of  their  respective  companies. 

13.  They  shall  make  such  disposition  of  the  men  under  their  command  as  will 
enable  them  to  attend  their  respective  places  of  worship  every  Sunday,  if  possible, 
but  at  least  once  on  every  alternate  Sunday,  or  other  day  of  the  week  which  the 
man  or  men  affected  are  accustomed  to  recognize  as  the  day  of  public  worship. 
Such  "offs"  will  be  so  arranged  as  not  to  impair  the  service,  and  members  avail- 
ing themselves  of  this  privilege  will  be  required  to  attend  service  in  uniform. 

14.  They  shall  report  to  their  Battalion  Chiefs  without  delay  all  accidents 
resulting  in  injui-y  to  or  loss  of  life,  or  of  damage  to  property,  whether  happening 
to  members  of  the  Department,  or  its  apparatus,  or  horses,  or  to  the  person  of 
citizens  or  their  property,  in  connection  with  the  operation  of  this  Department. 

15.  They  shall  promptly  report  in  writing  to  their  Battalion  Chiefs  every 
breach  of  discipline  or  violation  of  the  rules  and  regulations  of  the  Department. 
A  failure  to  do  so  will  be  regarded  by  the  Commissioners  as  "cause"  for  suspen- 
sion or  removal. 

16.  They  shall  perform  such  other  duties  as  may  be  required  of  them  by  their 
superior   officers   and   the   rules   and    regulations   of   the    Department. 

17.  They  shall  see  that  the  wheels  are  taken  oft  the  different  pieces  of  ap- 
paratus and  vehicles  that  may  be  under  their  charge  and  control,   at  least  once  in 
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every   week,    and   that    the   axles  and  wheel-boxes   are   carefully   inspected   and   the 
condition  thereof  noted  in  the  house  journal  of  that  day. 

18.  They  shall  also  carefully  instruct  the  members  of  their  companies  as  to  the 
Kules  and  Regulations  in  regard  to  responding  to  alarms  of  fire  and  the  changing 
of  locations,  as  set  forth  in  the  assignment  book,  and  it  shall  also  be  their  duty 
to  see  that  all  of  them  are  thoroughly  familiar  with  the  "pegging-up"  of  com- 
panies on  the  record  boards. 

RULE  9— LIEUTENANTS. 

1.  Lieutenants  shall  respond  to  all  alarms  of  fire  prescribed  for  their  company 
and  promptly  and  cheerfully  obey  the  orders  of  the  Captain  and  assist  him  in  the 
performance  of  his  duties,  and  shall  also  perform  the  duties  required  of  hosemen 
or  truckmen,  as  the  case  may  be,  and  such  other  duties  as  may  be  required  of 
them  by  their  superior  officers  and  by  the  rules  and  regulations  of  the  Department. 

2.  Lieutenants  shall,  in  the  absence  of  the  Captain,  perform  his  duties  and 
exercise   the   authority  of   said   officer. 

RULE    10— HOSEMEN    AND    TRUCKMEN. 

1.  Hosemen  and  Truckmen  shall  respond  to  all  alarms  of  fire  prescribed  for 
their  respective  companies,  and  in  every  case  they  shall  conform  to  and  promptly 
and  cheerfully  obey  all  rules  and  regulations  of  the  Department,  and  perform  such 
other  duties  in  connection  with  the  Department  as  their  superior  officers  may 
require  of  them. 

RULE    11— ENGINEERS. 

1.  Engineers  shall,  under  their  commanding  </fficer.  have  the  care  and  manage- 
ment of  their  engine,  and  shall  be  held  responsible  for  its  condition.  They  shall 
jsee  that  it  is  kept  clean,  in  good  order,  and  ready  for  immediate  service  at  all 
times. 

2.  Engineers  who  respond  to  boxes  along  the  water  front  will  each  day  ascer- 
tain from  the  daily  papers  the  condition  of  the  tide,  and  note  the  time  of  high 
and  low  water  en  the  blackboard  for  immediate  reference  in  event  of  fire. 

3.  When  additional  fuel  is  required  at  a  fire  the  stoker  or  driver  of  the  com- 
pany shall  be  sent  to  the  nearest  engine  house  for  a  fresh  supply.  The  Engineer'fl 
orders  in  such  cases  shall  be  obeyed  by  the  stoker  or  driver. 

4.  Where  engines  have  been  disconnected  from  the  heaters  long  enough  to 
allow  the  water  in  the  boilers  to  become  cool,  engineers  will  light  the  fire  under 
the   boiler  and   keep   the  water   at   least   at   scalding   heat. 

5.  All  Engineers  must  have  their  apparatus  in  good  order  before  a  relief 
Engineer  may  take  charge.  A  thorough  examination  by  both  Engineers  must  be 
made  immediately  before  the  relief  Engineer  receipts  to  the  Engineer  reporting 
off.  Such  receipt  must  be  given  at  once  to  the  Captain  of  the  company,  and  by 
him  turned  over  to  the  Battalion  Chief. 

6.  The  fires  of  engines  shall  not  be  dumped  upon  pavements  of  bituminous 
rock    or   asphaltum. 

7.  On  receiving  relief,  or  other  engines  in  place  of  their  own,  Engineers  will 
thoroughly  clean  and  refill  the  boiler  thereof,  if  necessary,  and  otherwise  see  that 
the  engine  is  in  a  proper  and  serviceable  condition. 

8.  Engineers  will  open  and  close  by  hand  the  snap  valves  connecting  the 
engine  with  the  heater  at  least  once  every  twenty-four  hours;  see  that  the  stems 
are  well  lubricated  and  springs  properly  adjusted,  so  as  to  insure  their  closing 
■when    the    engine    leaves    its    position.     Slip-joints    shall    be    removed    from    floor 
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stuffing-boxes  and  cleansed  and  oiled  daily.     He  shall  also  see  that  the  snap-valve* 
are  closed  every  time  the  engine  pulls  away  from  the  heater  connections. 

9.  They  will  test  the  working  qualities  of  their  respective  engines  monthly, 
under  the  same  pressure  allowed  at  fires.  When  draughting  with  pumps  is  not 
convenient,  Engineers  will  take  the  nearest  hydrant  to  quarters,  generate  the 
regulation  amount  of  steam;  run  water  pressure  up  to  120  pounds  by  partially  clos- 
ing the  discharge  gate  (if  by  leaving  it  open  and  playing  a  full  stream  the  street 
and  surrounding  property  would  be  damaged);  leading  off  sufficient  hose  to  reach 
the  nearest  cesspool.  Engineers  will  report  the  result  of  such  monthly  test,  in 
writing,   to  the  Superintendent  of  Engines  upon  his  visit  after  each  said  test. 

10.  They  will  thoroughly  cleanse  their  boilers  once  every  fourteen  days  by 
removing  all  plugs  from  around  the  bottom  of  the  boiler,  using  bent  pipe,  which 
will  be  furnished  upon  requisition.  Such  cleansing  must  be  done  immediately  after 
return  from  exercising  horses.  After  washing  out  boilers  connect  the  same  t*> 
heater  pipes  and  fill  from  that  source,  making  use  of  the  hot  water  in  the  heater 
and  boiler,  where  there  is  one  in  use.  Heaters  shall  also  be  emptied  and  cleaned 
every  fourteen  days,  but  not  upon  the  same  day  that  boilers  are  cleansed.  When 
an  engine  has  been  working  an  hour  or  more,  the  same  precautions  shall  be 
observed  as  on  regular  boiler  cleaning  days,  and  the  same  noted  in  daily  report, 
together  with  such  other  remarks  on  the  condition  of  the  boiler  as  may  be  deemed 
proper. 

11.  They  will  carefully  examine  their  shut-off  nozzles  after  every  fire  and  drill 
at  which  said  nozzle  has  been  used;  see  that  all  parts  are  lubricated,  and  monthly, 
screw  nozzles  into  nearest  hydrant,  open  and  close  the  same  and  see  that  all 
parts  are  in  perfect  working  order. 

12.  They  will  inform  their  Captain  whenever  their  engine  may  need  any 
material  or  repairs. 

13.  They  shall  not  allow  their  engines  to  carry  steam  higher  than  eighty 
pounds  pressure  while  in  service  at  fires,  nor  more  than  one  hundred  pound* 
pressure  per  square  inch  on  the  hose,  without  an  order  from  the  officer  in  command 
at  a  fire. 

14.  They  shall  have  their  apparatus  clean  and  ready  for  inspection  daily  at 
10  o'clock  a.  m. 

15.  Whatever  work  is  done  on  apparatus  other  than  cleaning  must  be  fully 
noted  in  the  company  journal. 

16.  They  shall  perform  such  other  duties  as  may  be  required  by  their  superior 
officers  and  the  rules  and  regulations  of  the  Department. 

17.  They  shall  have  charge  and  care  of  heaters,  engine,  etc.,  during  the  day 
time,  from  6  a.  m.  to  6  o'clock  p.  m.,  and  shall  carefully  instruct  the  other  mem- 
bers of  their  companies  in  such  charge  and  care  of  heaters,  engine,  etc.,  as  may 
be  necessary  during  the  night  watches,  and  shall  report  to  their  respective  Cap- 
tains any  neglect  or  violation  of  rules  in  regard  to  care  of  heaters,  engine,  etc*, 
which  they  may  find  to  have  occurred  during  night  watches. 

RULE   12— DRIVERS. 

1.  Drivers  shall  take  proper  care  of  their  horses,  exercise  the  greatest  cautious 
in  their  keeping  and  management,  keep  the  stables  clean  and  see  that  everything 
pertaining  to  their  department  is  in  perfect  order  and  in  readiness  for  immediate 
service. 

2.  They  shall  not  run  their  horses  while  responding  to  or  returning  from  alarm* 
of  fire,  nor  shall  they  pass  other  apparatus  of  the  department,  unless  such  ap- 
paratus or  horses  be  disabled  (except  that  Drivers  of  Chemicals  may  pass  other 
apparatus,  except  Chemicals,  if  the  same  can  be  done  with  safety),  but  all  proper 
dispatch,  consistent  with  safety,  must  be  used  in  responding  to  alarms  of  fire. 
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3.  Drivers  of  Chemical  Engines  are  expected  to  get  their  apparatus  to  a  fire 
at  the  earliest  possible  moment,  and  in  so  doing  will  drive  at  as  rapid  a  gait  as 
is  consistent  with  the  safety  of  the  public  and  the  apparatus.  Chemical  Companies 
may  pass  other  companies,  except  other  Chemical  Companies,  when  it  can  be 
done  with  safety. 

4.  In  returning  from  a  fire  all  driving  shall  be  at  a  moderate  rate  of  speed. 

5.  Drivers  shall  exercise  their  horses  one  hour  each  day  (Sundays  excepted) 
when  the  horses  have  not  performed  any  work  after  1  o'clock  a.  m. 

6.  Drivers  of  hill  companies  when  responding  to  alarms  that  take  their  ap- 
paratus off  the  hills,  will  be  careful  to  slow  up  as  much  as  possible  at  crossings 
and  look  up  and  down  each  street,  so  as  to  avoid  passing  the  fire. 

7.  Drivers  will  see  that  bells  or  gongs  are  rung  at  short  intervals  when  pro- 
ceeding to  a  fire. 

8.  Drivers  of  engines  shall  not  pass  a  fire  to  take  a  hydrant,  unless  by  so  do- 
ing they  can  obtain  a  closer  position  to  the  fire  without  shutting  out  another 
company  that  may  be  seen  coming  from  another  direction. 

9.  Drivers  of  trucks,  chemicals,  towers  and  batteries,  must  not  stop  their  ap- 
paratus in  front  of  a  hydrant. 

10.  They  shall  not  drive  their  apparatus  over  hose  except  when  absolutely 
necessary. 

11.  They  shall  perform  such  other  duties  as  are  required  by  their  superior 
officers   and   the  rules  and   regulations   of   the  Department. 

RULE    13— STOKERS. 

1.  The  duties  herein  imposed  upon  Drivers  shall  as  far  as  practicable  apply  to 
Stokers,  and  upon  the  completion  of  such  duties,  they  shall  assist,  when  neces- 
sary,   the   Engineer   in    caring   for   the   engine   and    apparatus. 

2.  They  shall  always,  in  response  to  alarms  of  fire,  follow  the  engine  with  the 
hose  wagon,   unless  otherwise  ordered. 

3.  They  shall  perform  such  other  duties  as  are  required  by  their  superior  offi- 
cers and  the   rules  and   regulations  of  the  Department. 

RULE    14— TILLERMEN. 

1.  Tillermen  shall  be  at  the  tiller  in  going  to  and  returning  from  fires,  and 
upon  all  other  occasions  when  their  services  in  that  capacity  are  required. 

2.  They  shall  also  perform  such  other  duties  as  are  required  by  their  superior 
officers  and  by   the   rules  and   regulations  of  the  Department. 

RULE     15— CHEMICAL     ENGINE,     WATER     TOWER     AND     MONITOR 
EATTERY     COMPANIES. 

1.  Officers  and  members  of  Chemical  Engine,  Water  Tower  and  Monitor 
Eattery  Companies  will  be  subject  to  the  same  rules  governing  other  officers  and 
members  of  the  Department,  so  far  as  applicable,  and  shall  perform  such  other 
duties  as  may  be  required  of  them  by  their  superior  officers,  and  the  rules  and 
regulations  of  the  Department. 

2.  Drivers  of  Monitor  Batteries  shall  be  under  the  supervision  and  subject  to 
the  orders  of  the  Captain  of  the  company  in  whose  quarters  they  may  be  located. 

RULE  16— HOUSES  AND  HOUSE  WATCH. 

1.  Members  and  employees  of  the  Department  are  prohibited  from  using  the 
telephones  in  service  therein  for  any  other  purpose  than  on  business  connected 
with  the  Department.    And  no  other  person  or  persons  shall  be  allowed  to  use  the 
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same,    except    public    officials,    and    then    only    on    official    business    connected    with 
their  respective  offices. 

2.  The  house  should  be  kept  at  an  even  temperature  of  about  sixty  degrees; 
thorough  ventilation  must  be  maintained,  in  order  that  a  good  supply  of  pure  air 
may  be  secured  with  as  little  draught  as  possible. 

3.  Houses  must  be  washed  twice  a  month,  weather  permitting.  The  use  of 
chloride  of  lime  or  any  like  substance  on  the  floors  of  houses  is  prohibited,  except 
on  stall  floors. 

4.  Members  receiving  forage,  fuel,  etc.,  will  only  receipt  for  the  actual  amounts 
received  by  them.  Coal,  2,240  pounds  to  the  ton;  wood,  per  cord,  4x4x8—128  cubic 
feet;  feed,  per  100  pounds  or  fraction  thereof. 

5.  Engineers  will  carefully  instruct  their  assistants  in  the  engine  house  in  the 
care  and  management  of  the  apparatus,  heater,  syphon,  etc.,  while  in  quarters; 
the  house  watchman,  or  assistant  house  watchman,  each  being  held  personally 
and  solely  responsible  for  said  apparatus  after  having  assumed  charge  of  the  floor. 

6.  A  continuous  watch  shall  be  maintained  in  the  apparatus  rooms  of  all  com- 
pany houses  of  the  Department  during  the  whole  twenty-four  hours  of  the  day. 
The  day  and  night  will  be  divided  up  into  watches  by  the  Battalion  Chiefs  of 
the  respective  districts  and  the  men  to  stand  the  same  shall  be  designated  by  the 
Captain,  unless  otherwise  provided.  No  watch  between  the  hours  of  6  o'clock  p. 
m.  and  6  o'clock  a.  m.  shall  be  for  a  longer  time  than  four  hours,  and  no  mem- 
ber shall  be  called  upon  to  keep  more  than  one  night  watch  in  twenty-four,  hours. 

7.  There  shall  be  in  all  Engine  and  Truck  houses  at  least  two  men  constantly 
on  watch  (excepting  engine  companies  composed  of  eight  men  or  less  and  truck 
companies  composed  of  ten  men  or  less,  wherein  the  first  evening  watch  shall 
consist  at  but  one  man);  they  shall  be  designated  house  watchman  and  assistant 
house  watchman.  Where  an  engine  and  truck  company  occupy  the  same  house, 
two  men  from  each  company  shall  constitute  the  house  watch,  and  the  men  from 
the  engine  company  shall  have  care  of  heaters  and  engine  on  their  watch. 

S.  It  shall  be  the  duty  of  the  house  watchmen  to  take  charge  of  the  telegraphic 
instruments,  answer  all  telephone  calls,  correctly  receive  all  alarms  of  fire,  sound 
the  gong  for  all  alarms  to  which  the  company  responds,  and  immediately  report 
the  location  thereof  to  the  Captain  of  the  company.  They  shall  keep  the  company 
journal  while  on  duty,  make  all  proper  entries  therein,  and  shall  not  cause,  permit 
or  allow  it  to  be  tampered  with. 

9.  In  no  case  shall  the  men  on  watch,  or  either  of  them,  leave  their  post 
until  relieved,  except  in  case  of  fire.  In  the  event  of  failure  on  the  part  of  their 
successors  to  relieve  them,  after  being  called,  the  Captain  of  the  company  shall 
be  promptly  summoned  and  advised  of  the  fact. 

10.  They  shall  not  permit  visitors  after  10  o'clock  at  night,  except  by  consent 
of  the  Captain,  or  a  superior  officer. 

11.  No  changing  or  trading  of  "offs"  or  any  watch  duty  in  companies  will  be 
allowed  without  the  consent  of  the  Captain. 

12.  If  any  member  of  the  company,  not  on  leave  of  absence,  goes  out  of 
quarters  after  10  o'clock  at  night,  the  house  watchman  shall  report  the  fact  to  the 
Captain  cf  the  company  as  soon  as  practicable. 

13.  Watchmen  shall  not  doze  or  sleep  while  on  watch,  nor  permit  any  viola- 
tion of  these  rules  or  regulations  by  any  one  in  or  in  front  of  quarters,  and  shall 
at  once  call  the  Captain  if  any  disturbance  occurs  in  or  about  quarters  which  he 
cannot  control. 

14.  Captains  or  Acting  Captains  of  Companies  will  at  the  end  of  each  day 
sever  the  tape  connected  with  the  register  in  their  respective  houses  on  whicb 
alarms  of  fire  are  registered,  thoroughly  familiarize  themselves  with  each  box 
register  thereon,  and  then  safely  keep  and  store  the  same  away  in  some  con- 
venient place  for  at  least  one  week.    Whenever  there  is  anything  wrong  with  the 
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tapper,  gong  or  register,  or  anything-  in  connection  therewith,  they  will  immediately 
report  the  same  to  the  Fire  Alarm  Office. 

15.  Whenever,  after  one  alarm  has  been  received  from  any  station,  another 
alarm  is  received  from  the  same,  or  from  any  other  station,  before  the  first 
alarm  has  been  tapped  out,  the  house  watchman  shall  immediately  call  the  Cap- 
tain or  Acting  Captain,  in  order  that  he  may  supervise  the  "pegging"  on  the 
record  board. 

RULE    17— ACTS    OF   VALOR   TO    BE    REPORTED. 

The  officer  in  charge  at  a  fire  will  report  to  the  Board  of  Fire  Commissioners 
the  names  of  such  officers  and  members  of  the  Department  as  may  distinguish 
themselves  in  the  discharge  cf  their  duties,  by  saving  human  life  at  the  risk  of 
their  own,   and  give  a  full  and  correct  statement  of  the  facts. 

RULE'  18— LEAVES-OF-ABSENCE. 

1.  Except  as  herein  provided,  all  leaves-of-absence  must  be  obtained  from  the 
Board  of  Fire  Commissioners,   upon  proper  written  application  made  therefor. 

2.  The  Battalion  Chiefs  are  authorized  to  and  may  grant  leaves-of-absence  to 
the  officers  and  members  of  companies  within  their  respective  districts  for  a 
period  not  to  exceed  four  days,  and  in  all  such  cases  must  put  on  substitutes  at 
the  expense  of  the  man  given  leave.  All  such  substitutes  must  be  taken  from  the 
"temporarily  discharged"  list,  where  possible,  except  that  if  drivers  or  engineers 
cannot  be  found  among  the  men  on  said  list,  they  may  be  taken  from  the  list  of 
"Relief  Drivers"    or  "Relief  Engineers,"    as   the  case  may  be. 

3.  Leaves-of-absence  not  to  exceed  four  days  may  be  granted  by  the  Chief 
Engineer  to  the  Assistant  Chiefs,  Chiefs  of  Battalion  and  other  members  of  the 
Department  not  mentioned  in  the  foregoing  section. 

4.  The  President  of  the  Board  of  Fire  Commissioners  may  grant  leaves-of- 
absence  to   the  Chief  Engineer. 

5.  When  any  member  of  the  Department  is  sick,  he  shall  report  or  cause  the 
fact  to  bo  promptly  reported  to  his  Captain  and  Battalion  Chief.  The  Battalion 
Chief  shall  verify  the  statement  and  grant  a  leave-of-absence  "on  account  of  sick- 
ness," and  shall  put  a  substitute  in  his  place. 

6.  All  leaves-of-absence  granted,  with  the  time  and  cause  for  granting  the 
same,  must  be  reported  to  the  Board  of  Fire  Commissioners  at  the  first  regular 
meeting  held  after  such  leave  is  granted. 

RULE   19— SUPERINTENDENT   OF   ENGINES. 

1.  The  Superintendent  of  Engines  shall  be  directly  responsible  to  the  Board  of 
Fire  Commissioners  for  the  conduct  and  management  of  the  repair  shop.  He  is 
charged  with  the  control  and  direction  of  the  employees  assigned  to  duty  under 
him,  and  shall  see  that  their  time  is  employed  to  the  greatest  advantage  to  the 
Department. 

2.  He  shall  keep  a  detailed  record  of  all  the  work  done,  and  shall  make  and 
keep  a  record  in  a  book  provided  for  that  purpose,  of  any  and  all  apparatus  which 
becomes  injured,  broken  or  In  any  way  disabled,  together  with  the  date  of  such 
occurrence,  the  company  or  place  to  which  it  belongs,  the  nature  of  the  injury  or 
disability,  the  cause,  if  known,  and  such  other  and  further  information  regarding 
the  same  as  may  be  necessary. 

3.  He  shall  visit  the  quarters  of  each  company  once  a  week,  or  as  often  as 
occasion  may  require,  and  inspect  the  apparatus  in  service  in  the  Department,  and 
report  at  least  once  each  month  the  condition  of  the  same  to  the  Board  of  Fire 
Commissioners,   and  make  such  recommendations  as  he  may  deem  advisable. 
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4.  He  shall  see  that  the  apparatus  is  at  all  times  kept  in  good  repair  and 
ready  for  immediate  service. 

5.  He  shall  attend  all  tires  for  which  third  alarms  are  sent   in. 

fi.  He  shall  a  Ism  perform  such  other  duties  as  may  be  required  or  prescribed 
by  the  Commissioners  or  Chief  Engineer. 

RULE     20— CLERK     AND     COMMISSARY     CORPORATION     YARD. 

1.  He  shall  be  directly  responsible  to  the  Board  of  Fire  Commissioners  and 
shall  bo  on  duty  at  his  office  at  Corporation  Yard  No.  1  of  this  Department  from 
8  o'clock  a.  m.  to  5  o'clock  p.  m.,  daily  (Sundays  and  legal  holidays  excepted), 
and  at  such  other  times  as  the  Chief  Engineer  may  direct. 

2.  He  Shall  have  the  care  and  management  of  the  supply  department,  and 
have  charge  of  all  hose  and  apparatus  and  supplies  purchased  by  order  of  the 
Commissioners. 

3.  He  shall,  upon  written  orders  from  Captains,  deliver  to  the  various  com- 
panies  the  necessary  supplies  and  stores  for  said  company. 

4.  He  shall  keep  the  books  and  accounts  of  the  supply  department  in  a 
systematic  manner,  showing  the  supplies  reoeived  by  him,  the  amount  delivered 
to  each  company  and  the  amount  remaining  on  hand,  and  report  monthly  to  the 
Board   of  Fire  Commissioners. 

5.  It  shall  be  his  duty  to  keep  in  a  book  provided  for  that  purpose  an  ac- 
count of  the  quantity,  kind  and  condition  of  the  hose  in  the  Department,  and  in 
each  company  thereof,  with  such  other  record  as  may  be  required  to  insure  at 
all  times  full  knowledge  of  the  condition  of  the  same. 

G.  He  shall  not  deliver  any  supplies  or  stores  of  the  Fire  Department  except 
upon  an  order  signed  by  the  Chief  Engineer  and  the  Secretary  of  the  Commis- 
sioners (except  during  a  conflagration  supplies  or  apparatus  may  be  delivered  on 
the  order  of  the  Chief  Engineer,  Assistant  Chief  Engineer,  Battalion  Chiefs  or 
Captains),  and  shall  procure  a  written  receipt  for  all  such  stores  or1  supplies 
delivered  and  report  the  same  on  the  following  day  to  the  Secretary  of  the 
Commissioners. 

7.  He  shall  answer  third  alarms  of  fire  and  perform  such  other  duties  as  the 
Commissioners  or  Chief  Engineer  may  direct. 

RUDE     21— VETERINARY     SURGEON. 

1.  The  Veterinary  Surgeon  shall  be  responsible  to  the  Chief  Engineer,  and 
shall  visit  the  hospital  or  stables  daily.  He  shall  also  tend  to  all  sick  or 
injured  horses  belonging  to  the  Department  at  any  time  of  the  day  or  night  that 
such  services  may  be  needed.  He  shall  give  instructions  to  the  attendants  in 
charge  of  such  horses,  and  shall  report  to  the  Chief  Engineer  and  Board  of  Fire 
Commissioners  any  neglect  of  duty   of  same. 

2.  Each  person  attending  to  horses  under  treatment  of  Veterinary  Surgeon 
shall  report  to  him  the  condition  of  horses  in  his  care,  and  obey  all  orders  given 
by  the  Veterinary  Surgeon  as  to  their  treatment. 

3.  He  shall  carefully  examine  the  condition  of  the  hoofs  of  the  animals,  and 
report  as  to  their  condition.  He  shall  inspect  the  shoeing  of  each  immediately 
upon  the  work  being  done,  and  certify  to  its  efficiency  in  writing  to  the  Chief 
Engineer   or   Board   of   Fire   Commissioners. 

RULE     22— SUPPJRINTENDENT     OF     HORSES. 

1.  He  shall  be  directly  responsible  to  the  Board  of  Fire  Commissioners  for  the 
performance  of  his  duties  in  the  general  care  and  treatment  of  all  horses  of  the 
Department. 
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2.  He  shall  instruct  his  men  to  give  such  medical,  surgical,  and  other  atten- 
tion to  the  horses  of  the  Department  as  may  be  ordered  by  the  Veterinary  Surgeon, 
legulate  their  feed,  and  give  such  direction  to  those  in  charge  of  horses  as  in 
his  judgment  is  necessary. 

3.  He  shall  report  all  deaths  of  horses,  and  recommend  the  sale  or  other 
disposition  of  horses  which  becomes  unfitted  for  service  in  the  Department. 

4.  It  shall  be  his  duty,  at  least  twice  each  month,  to  visit  each  company 
quarters  and  inspect  the  horses  and  the  forage  furnished,  give  advice  and  direc- 
tion as  to  feeding,  and  to  report  to  the  Chief  Engineer  any  willful  neglect  and  to 
the   Commissioners   any   undergrade   forage   found. 

5.  In  case  of  sickness  or  injury  to  any  horse,  it  shall  be  the  duty  of  Cap- 
tains to  promptly  report  the  same  to  the  Superintendent  of  Horses  and  he  shall 
see  that  measures  are  taken  for  the  relief  of   such  horse. 

6.  He  shall  keep  an  accurate,  numerical  and  descriptive  record  of  horses  in 
the  Department,  containing  date  of  purchase,  age,  color;  record  of  accidents, 
sickness,  and  date  of  final  sale,  death  or  transfer,  together  with  such  other  informa- 
tion  concerning   the   same   as  may  be    useful. 

7.  He  shall  have  the  control  and  direction  of  the  hostlers  assigned  for  duty 
at   the    stables,    and   shall    prescribe    their    duties. 

8.  When  not  otherwise  engaged  on  Department  business  he  shall  always  be  in 
attendance   at  the  Department   stables. 

9.  He  shall  have  and  assume  charge  of  the  stables  and  see  that  everything 
appertaining   thereto  is  kept   in   proper  order  and   condition. 

10.  He  shall  perform  such  other  duties  as  may  be  required  or  prescribed  by 
the  Commissioners  or  the  Chief  Engineer. 

RULE    33— HOSTLERS. 

They  shall  devote  their  entire  time  and  attention  to  the  stable  work  assigned 
them,  and  shall  perform  such  duties  as  may  be  prescribed  by  the  Superintendent 
of  horses. 

RULE     24-HYDRANTMBN. 

1.  Hydrantmen  shall  attend  to  all  hydrants  and  cisterns  in  their  respective 
districts,  see  that  the  same  are  in  good  condition  and  ready  at  all  times  for  imme- 
diate use. 

2.  They  shail  see  that  the  hydrants  are  at  all  times  kept  free  from  obstructions 
of  every  character  so  that  access  thereto  may  be  readily  had  by  the  engines  of  the 
Department. 

3.  They  will  visit  and  inspect  the  cisterns  in  their  respective  districts  once  in 
each  week,  keep  the  same  filled  with  water  and  see  that  they  are  in  proper  con- 
dition and  ready  for  immediate  use  at  all  times.  They  will  report  the  condition 
of  the  several  cisterns  once  in  each  week  to  the  Battalion  Chief  of  the  district 
wherein  said  cisterns  are  located,  but  if  for  any  reason  a  cistern  becomes  useless 
the  fact  shall  be  immediately  reported  to  the  proper  Battalion  Chief. 

4.  They  shall  register  in  books  provided  for  that  purpose  the  exact  location  of 
all  hydrant  gates  in  their  respective  districts  and  shall  see  that  said  gates  are 
conspicuously  exposed  and  not  covered  over  or  hidden  in  any  way  by  pavement, 
bitumen  or  other  material  or  substance  used  for  street  purposes. 

5.  They  shall  perform  such  other  duties  as  may  be  required  of  them  by  the 
Commissioners  or  Chief  Engineer. 

RULE     25-WATCHMEN. 

1.  They  shall  be  in  attendance  daily  at  the  Corporation  Yard  of  the  Depart- 
ment to  which  they  may  be  assigned  for  duty  from  6  o'clock  p.  m.  until  7  o'clock 
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a.   m.   the  following  morning,   and  shall  carefully  guard  and  protect  the  property 
intrusted  to  their  care. 

2.  They  shall  perform  such  other  duties  as  may  be  required  of  them  by  the 
Superintendent  of  Engines  or  Clerk  of  the  Yard. 

RULE   26— CARE   AND    USE    OF  HOSE,    APPARATUS,    HORSES,    HAR- 
NESS,    IMPLEMENTS,    ETC. 

HORSES— 1.  All  horses  cf  the  Department  must  be  watered  at  5  o'clock  a. 
m.  and  fed  at  6  o'clock  a,  m.  with  the  regular  allowance  of  cooked  grain;  the 
allowance  of  grain  will  be  set  aside  by  the  driver,  and  the  assistant  house  watch- 
man will,  about  1  o'clock  each  morning,  pour  boiling  water  over  the  same  in  a 
bucket  provided  for  that  purpose,  and  then  fix  the  cover  on  tight  so  as  to  prevent 
the  escape  of  the  heat  or  steam  therein.  On  feeding  said  allowance,  another 
allowance  will  be  immediately  prepared.  At  11  o'clock  a.  m.  the  horses  will  be 
watered  and  given  a  small  quantity  of  hay,  and  at  about  12  o'clock  m.  fed  the 
regular  allowance  of  prepared  grain.  At  6  o'clock  p.  m.  water  and  bed  the  horses, 
give  them  their  allowance  of  hay,  then  give  a  few  carrots,  or  other  feed  which 
may  be  ordered  by  the  Superintendent  of  Horses. 

2.  All  horses  must  be  exercised  daily  (Sunday  excepted)  for  one  hour,  unless 
a  run  was  had  after  one  o'clock  a.  m.  In  wet  weather  exercising  will  be  done,  if 
possible,   between  showers. 

3.  In  good  weather,  during  the  spring  and  summer  months,  the  horses  will 
be  permitted  to  stand  outside  the  houses  from  9:45  to  11  a.  m. 

4.  Any  horse  which  neglects  to  eat  or  shows  any  signs  of  being  sick  or  lame, 
and  any  horse  losing  a  shoe,  will  be  immediately  reported  to  the  Superintendent 
of  Horses,   and  a  relief  horse  will  be  provided. 

5.  Teasing  or  annoying  horses  or  teaching  them  any  tricks  is  prohibited. 

6.  No  gas  or  electric  light  shall  be  placed  or  kept  directly  in  front  of  a  horse's 
«yes.  , 

7.  Muzzles  are  strictly  prohibited  on  horses  between  the  hours  of  6  p.  m.  and 
6  a.  m.,  except  while  standing  on  the  street. 

8.  On  cold  or  stormy  nights,  when  it  is  necessary  to  remain  at  a  fire  for  a 
long  time,  the  drivers  will  blanket  their  horses  well,  and  exercise  them  every  half 
hour  for  ten  minutes.     If  possible  putting  them  in  some  sheltered  place. 

9.  A  horse  must  never  be  given  water  or  grain  while  he  is  hot  after  a  run, 
except  that  his  mouth  and  nostrils  must  be  sponged  out  with  cold  water  and  he 
may  be  given  two  or  three  swallows  only.  Sweat  must  be  wiped  from  around  the 
eyes  and  under  the  tail  with  a  damp  sponge. 

10.  Horses  must   be   blanketed  when   standing   in  the   open   air. 

11.  If  a  horse  be  under  medical  treatment,  the  driver  must  be  careful  to 
follow  the  instructions  of  the  Veterinary  Surgeon  in  administering  the  medicines 
and  otherwise  attending  to  the  horse.  If  a  driver  lays  off  while  attending  to  a 
sick  horse,  he  must  instruct  his  substitute  as  to  how  the  horse  is  to  be  attended  to. 

12.  After  returning  from  exercise  or  an  alarm,  horses'  feet  (not  legs)  must  be 
washed  out  and  examined  for  nails,  loose  shoes,  etc.,  then  rubbed  down  and  if 
warm,  blanketed  (in  houses  that  have  no  heater).  The  back  door  must  be  kept 
shut  and  draughts  avoided  as  much  as  possible. 

13.  In  cold  v/eather  the  chill  must  be  taken  off  drinking  water,  or  only  a  small 
quantity  of  cold  water  given   at  one  time. 

14.  A  bucket  must  not  be  used  to  catch  the  horse's  urine  in.  If  a  horse  is 
straining  to  urinate  and  afraid  to  do  so,  straw  must  be  shaken  under  him,  which 
will  encourage  him  to  pass  it.  The  stall  must  be  rinsed  out  or  washed  down 
immediately.    Manure  should  also  be  removed  immediately. 


OF    FJRE     COMMISSIONERS.  6:5 


15.  The  mane  and  tail  must  be  washed  once  a  week  with  soap  and  warm 
water,  weather  permitting,  and  the  sheath  onoe  every  two  weeks. 

16.  Horses  predisposed  co  scour  must  get  small  quantities  of  water  often, 
instead  cf  a  large  drink  at  one  time. 

17.  'Jrey  or  white  horses  stained  on  quarters,  etc.,  may  have  spots  sponged 
off  with  warm  water  and  soap,  but  must  be  thoroughly  dried  with  a  "rubber"  im- 
mediately. White  legs  may  be  treated  likewise  when  necessary;  otherwise  the  legs 
must  never  be  washed,  except  by  order  of  the  Superintendent  of  Horses. 

IS.  Rain,  sweat  and  mud  must  be  removed  immediately  on  getting  into  the 
house;  first  with  a  scraper  and  afterwards  with  a  wad  of  straw  or  sack,  care 
being  taken  to  dry  out  the  hollow  of  the  heels  thoroughly;  what  is  left  can  be 
washed  c.r  brushed  off  when  dry;  use  no  water  to  remove  it.  Washing  horses  is 
prohibited. 

19.  The  feet  should  be  stuffed  every  other  night   in  dry  weather. 

20.  Musty  or  overdried  hay,  or  musty  food  of  any  kind  must  be  rejected,  as 
it  is  injurious  to  the   horse's  wind. 

21.  Clipping  horses  must  be  done  under  the  directions  of  the  Superintendent 
of  Horses,   but  the  mane  and  legs  must  be  clipped  clean  at  all  times. 

22.  Bedding  should  be  removed  for  ventilation  from  the  house  in  dry  weather 
w-here  it  is  convenient  to  do  so. 

23.  Drivers  are  strictly  prohibited  from  using  a  twitch  or  other  like  appliance 
upon  the  horses  while  clipping  the  legs,  cutting  the  manes,  washing  the  tails,  etc. 
If  a  horse  cannot  be  handled  without  the  use  of  said  appliances,  the  driver  will 
i-.otify  the  Superintendent  of  Horses. 

HARNESS — 24.    No  hot  or  warm  water  shall  be  used  in  cleaning  harness. 

25.  The  use  of  emery  cloth  in  polishing  the  points  and  bells  of  Hale  or  Berry 
hames   is  strictly  phohibited.    Nothing  but   oil   shall  be  used. 

APPARATUS— 26.  No  alterations  shall  be  made  in  trace  or  pole  chains  other 
than  the  necessary  adjustments. 

27.  The  use  of  water  in  and  around  the  furnace  of  fire  engines  for  removing 
sparks  or  other  evidence  of  lire  is  prohibited.  A  dry  broom  shall  only  be  used  for 
said  purpose. 

28.  On  returning  from  a  run,  the  apparatus  will  be  left  outside  of  the  house, 
the  horses  blanketed,  and  the  running  gear  thoroughly  washed  with  small  hose. 
Companies  having  a  yard  may  wash  their  apparatus  therein. 

HOSE— 29.  Cotton  hose  must  not  be  allowed  to  remain  on  the  wagon  more 
than  twenty-four  hours  in  a  wet  or  damp  condition  unless  unavoidable.  The  hose 
must  be  changed  every  fifteen  days  unless  the  same  has  been  in  actual  service 
during  said  time,  and  when  said  change  is  made,  a  note  thereof  shall  be  entered 
in  the  company  journal. 

30.  Cotton  hose,  after  being  used  at  a  fire,  and  when  returned  to  quarters,  if 
only  wet  or  damp,  will  be  immediately  hung  up  in  the  tower.  If  any  hose  is  in 
a  dirty  condition  from  mud,  etc.,  it  shall  be  thoroughly  cleaned,  with  a  broom 
and  water  if  necessary. 

31.  When  changing  hose,  before  it  is  taken  from  the  wagon  or  reel,  there  must 
be  lowered  down  from  the  tower  all  the  hose  that  is  to  be  put  on,  and  the  lengths 
coupled  together,  care  being  taken  to  see  that  the  coupling  and  swivels  are  in 
perfect  order  and  that  all  have  proper  washers.  A  small  quantity  of  tallow  or  oil 
should  be  used  on  the  threads  and  swivels,  but  not  enough  to  run  on  the  fabric 
or  rubber,  as  grease  will  injure  either.  What  hose  is  necessary  can  then  be  re- 
moved from  the  wagon  or  reel  and  the  dry  hose  placed  thereon;  the  wet  hose  then 
hoisted  in  the  hose  tower.  If  any  of  the  lengths  of  hose  are  injured,  they  must 
not  be  rolled  up  and  set  aside,  but  must  be  marked  and  hung  up  until  called  for 
by  the  supply  wagon. 
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32.  Hose  covers  must  not  be  folded.  The  inner  or  go-between  cover  must  be 
rolled  and  stored  under  the  seat;  the  outer  cover  of  hose  wagons  and  carriages, 
when  not  in  use,  must  be  hung  at  full  length  or  width  in  a  dry  place,  and  not 
creased  in  any  manner. 

GENERAL,    RULES. 

1.  All  persons  hereafter  appointed  in  positions  in  this  Department  must  comply 
with  the  following  conditions: 

(a)  Pass  civil  service  examination  for  position   desired. 

(b)  Furnish  certificate  of  the  Medical  Examiner  of  the  Department  that  appli- 
cant is  in  sound  bodily  health. 

(c)  For  position  of  hoseman  or  member  of  engine  or  chemical  company  weight 
must  not  be  less  than  one  hundred  and  thirty-five  pounds,    stripped. 

(d)  For  position  of  Truckman  or  member  of  Truck,  Water  Tower  or  Monitor 
Eattery  company,  weight  must  not  be  less  than  one  hundred  and  fifty  pounds, 
stripped. 

2.  No  person  dismissed  from  the  Police  Department,  or  from  this  Department 
subsequent  to  January  Sth,  1900,  or  who  has  resigned  from  either  department  at 
any  time  under  charges,  shall  be  eligible  to  membership  in  this  Department, 
Nor  shall  any  person  be  eligible  to  membership  herein  who  has  been  convicted 
of  a  felony  or  misdemeanor. 

3.  All  officers  and  members  of  the  Department  must  devote  their  entire  time 
and  attention  to  the  service  of  the  Department,  and  must  not  engage  in  any  other 
business  or  calling. 

4.  No  political,  social  or  other  organization  shall  be  formed  or  maintained  in 
the  houses  of  the  Department;  no  meetings  of  any  character  will  be  permitted, 
and  no  officer,  member  or  employee  of  the  Department  shall  take  any  part  what- 
ever in  any  political  convention,  canvass  or  campaign,  except  to  vote,  and  no 
interference  in  the  free  exercise  of  this  right  by  every  member  of  the  Department 
will  be  tolerated.  Any  violation  of  this  rule  will  be  deemed  sufficient  cause  for 
removal  of  any  officer  or  member  of  the  Department. 

5.  ThG  officers  and  members  of  the  Department  are  prohibited  from  forming  or 
maintaining  any  society,  company  or  organization  supported  by  assessments  upon 
or  contributions  from  the  members  or  employees  of  the  Department,  without  specific 
authorization  of  the  Board  of  Fire  Commissioners. 

6.  Officers  shall  be  just,  dignified  and  firm  in  their  intercourse  with  sub- 
ordinates, being  careful  to  abstain  from  violent,  abusive  or  immoderate  language 
in  giving  orders  and  directions,  as  well  as  in  conversation  with  them ;  see  that  all 
rules  and  regulations  of  the  Department  are  carried  out  and  obeyed,  and  promptly 
report  any  infraction  thereof  to  superior  officers. 

7.  Members  of  the  Department  shall  not  enter  saloons  or  places  where  liquor 
is  sold  while  wearing  their  uniforms  or  while  on  duty,  except  in  the  legitimate 
discharge  of  their  duties. 

8.  No  intoxicating  liquors  shall  be  kept  or  drunk  in  or  about  any  of  the  houses 
or  premises  of  the  Department;  gambling  of  all  kinds  is  prohibited.  Any  member 
of  the  Department  who,  while  in  uniform,  or  about  the  premises  of  the  Department, 
or  in  the  discharge  of  his  duties,  becomes  intoxicated,  or  who  absents  himself 
from  his  post  of  duty  because  of  drink,  shall  be  subject  to  dismissal,  or  such  other 
penalty  as  the  Board  of  Fire  Commissioners,  after  trial,   shall  impose. 

9.  The  smoking  of  cigarettes  shall  not  be  permitted  in  or  about  the  houses  of 
the  Department,   and  smoking  on  apparatus  or  vehicles  is  at  all  times  prohibited. 

10.  Congregating  on  the  sidewalk  in  front  of  or  adjacent  to  company  houses  la 
prohibited. 
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11.  Officers  and  members  must  at  all  times  conduct  themselves  in  a  gentlemanly 
manner,  and  refrain  from  using  vulgar,  profane  or  improper  language. 

12.  No  member  or  employee  shall  sell  or  assign  or  discount  his  salary  warrant 
or  demand  on  the  Treasury,  and  all  members  and  employees  must  promptly  pay 
their  just  and  lawful  debts,  contracted  or  incurred  while  in  the  service.  A  failure 
to  do  so  will  be  considered  cause  for  suspension,  and  if  this  rule  is  persistently 
disobeyed,   for  dismissal. 

13.  No  officer,  member  cr  employee  shall,  at  any  time,  be  guilty  of  any  act 
or  omission  which  impedes,  injures  or  hinders,  or  tends  to  impede,  injure  or 
hinder  the  progress,  welfare,  discipline,  efficiency  or  good  name  of  this  Department. 

14.  xVIembers  of  the  Department,  as  a  mark  of  respect,  must  rise  and  salute 
the  Commissioners  and  ranking  officers  of  the  Department,  or  any  other  public 
officer  visiting  their  headquarters. 

15.  The  members  of  the  Department  must  at  all  times  address  their  superior 
officers  by  their  proper  titles  and  in  all  cases  use  the  word  without  any  abbrevia- 
tion whatever.  The  "Chief  Engineer,"  "Assistant  Chief  Engineers"  and  "Battalion 
Chiefs,"  when  addressed  verbally  by  any  member  of  the  Department  of  inferior 
rank,  shall  be  addressed  as  "Chief,"  but  when  addressed  in  writing  the  full  title 
cf   the  officer  addressed  must  be  used. 

16.  Each  member  will  provide  himself  with  the  regulation  uniform  within 
thirty  days  after  his  appointment,  but  such  uniform  must  not  be  worn  on  duty 
until  inspected  and  approved  by  the  Battalion  Chief.  It  shall  be  the  duty  of  the 
members  of  the  Department  to  wear  the  prescribed  uniform  at  all  times,  except 
from  the  time  of  retiring  until  10  o'clock  a.  m.  All  members  of  the  Department, 
while  at  a  fire,  shall  wear  their  official  badge  in  a  conspicuous  place  on  the  left 
breast  of  their  coat  or  outer  garment,   and  shall  wear  their  regulation  fire  hat. 

17.  Members  of  the  Department  shall  conduct  themselves  quiets  at  fires; 
shouting  or  boisterous  conduct  will  not  be  permitted.  Water  will  be  turned  on  by 
order  of  a  commanding  officer  and  not  otherwise.  Members  who  are  on  the  pipe 
leading  into  a  fire  above  the  ground  floor  will  shut  the  nozzle  off  immediately 
upon   connecting  the   same  to   the   hose. 

18.  No  exchange  of  badges  will  be  permitted  except  when  it  becomes  necessary 
in  cases  of  promotion  or  transfer;  nor  shall  the  same  be  loaned  to  any  person,  or 
used  for  any  but  the  legitimate  purposes  of  the  Department.  No  officer,  member 
or  employee  shall  ride  or  attempt  to  ride  on  any  street  car  on  his  official  badge 
and  without  paying  his  fare,  except  in  responding  to  an  alarm  of  fire,  and  in  so 
doing  he  must  show  such  badge  and  give  the  number  thereof  to  the  conductor. 

19.  Members  of  the  Department,  when  resigning  or  upon  dismissal  or  suspen- 
sion, must  immediately  surrender  to  the  commanding  officer  of  their  company  their 
official  badge,  insignia  of  membership— for  which  they  will  be  reimbursed— and 
other  property  in  their  possession  belonging  to  the  Department. 

20.  Members  of  companies  must  sleep  in  their  company  houses,  and  while 
sleeping  shall  not  be  unnecessarily  disturbed. 

21.  The  hours  for  meals  for  the  various  companies  will  be  designated  by  the 
Captain,  each  man  being  entitled  to  one  hour  at  each  meal  where  three  meals  are 
taken  during  the  day,  or  one  and  one  quarter  hours  at  each  meal  where  only  two 
meals  are  taken;  provided  that  the  total  time  for  all  the  men  at  each  meal  shall 
/lot  be  more  than  three  and  one-half  hours.  The  number  of  men  to  meals  at  one 
time  shall  be  in  accordance  with  these  hours,  taking  into  consideration  the  num- 
ber of  men  in  the  company. 

22.  Members  must  notify  the  Captain  of  the  address  of  their  eating  place  and 
residence,  and  of  any  change  therein,  and  said  officer  will  keep  a  record  of  these 
particulars  concerning  every  man  under  his  charge. 

23.  Visitors   to  houses   shall   be  courteously  treated   and   their  questions   civilly 
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answered,   and  any  proper   information  given   them.    Visitors  will  not  be  allowed 
;n  houses  after  10  o'clock,  p.   m.,   without  the  permission  of  the  Captain. 

24.  No  member  of  the  Department  shall  receive  any  reward  or  present  of  any 
kind  for  services  rendered  in  the  discharge  of  his  duties  without  the  permission 
of  the  Board  of  Fire  Commissioners,  and  no  member  shall  give  or  contribute  to- 
wards the  giving  of  any  present  or  tning  of  vaiue  to  any  member  or  officer  of 
superior  rank. 

25.  Applications  for  transfers  must  be  made  in  writing  to  the  Board  of  Fire 
Commissioners,   with  the  reasons  therefor  fully  given. 

26.  No  officer  or  member  of  the  Fire  Department  shall  wantonly  or  maliciously 
make  any  false  report  of  any  other  member,  nor  fail  to  report  any  real  violation 
of  the  rules. 

27.  Department  property  must  not  be  loaned,  sold  or  given  away,  but  must 
be  carefully  protected  from  waste  and  abuse. 

28.  The  various  companies  of  the  Department  shall  have  and  attend  such 
drills  as  their  commanding  officers  may  prescribe,  and  the  required  duties  thereof 
shall  be  properly  and  faithfully  performed. 

29.  Any  officer,  member  or  employee  violating  any  of  the  rules  or  regulations 
governing  the  Department  shall,  upon  conviction,  be  punished  by  fine,  suspension 
or  dismissal,  as  the  Board  of  Fire  Commissioners  may  determine,   after  a  trial. 

30.  No  officer  or  member  of  any  company  shall  be  absent  from  duty  except 
at  meal  hours  and  regular   "offs,"    unless  by  order  of  the  Chief  Engineer. 

31.  The  duties  imposed  on  members  of  the  Department  shall  also  apply  to 
substitutes   when    on   duty. 

32.  All  substitutes  of  this  Department  shall,  until  otherwise  ordered,  be 
appointed  from  the  list  of  temporarily  discharged  members  (except  as  provided  in 
Rule  18,  Sub.  2),  in  such  order  as  may  be  designated  by  the  Board  of  Fire  Com- 
missioners. 

33.  All  companies  covering-in  for  alarms  will  report  by  telephone  to  the  Fire 
.Alarm  office  immediately  upon  arriving  at  the  house  where  due,  and  shall  again 
report  to  the  same  office  upon   their  return  to  quarters. 

34.  On  returning  from  a  fire  or  an  alarm  of  fire,  the  Captains  or  Acting  Cap- 
tains will,  before  allowing  the  fires  to  be  pulled  from  their  respective  engines,  and 
before  entering  the  house  with  the  apparatus,  ascertain  from  the  register  if  any 
alarm  has  been  sent  in  during  their  absence.  Captains  or  Acting  Captains  of 
Truck,  Chemical,  or  Water  Tower  companies  and  Drivers  of  Monitor  Batteries 
will  do  likewise  before  entering  the  house. 

35.  All  assignments  of  companies  for  answering  alarms  and  attending  fires, 
and  the  movements  of  companies  in  covering-in,  shall  be  made  under  the  direc- 
tion of  the  Chief  Engineer. 

36.  No  work  or  labor  not  absolutely  necessary  shall   be  performed  on   Sunday. 

37.  Hosemen  and  Truckmen  will  wear  the  regulation  helmet,  while  going  to 
and  returning  from  an  alarm  of  fire,  and  while  working  thereat. 

38.  The  First  Assistant  Chief  Engineer,  Second  Assistant  Chief  Engineer  and 
Battalion  Chiefs  may  suspend  any  subordinate  officer,  member  or  employee  of  the 
Department  for  violation  of  the  Rules  and  Regulations  of  the  Department,  and 
shall  forthwith  report  in  writing  such  suspension  and  the  reasons  therefor  to  the 
Chief  Engineer,  who  shall  report  thereon  to  the  Board  of  Fire  Commissioners. 

39.  Members  of  companies  shall  not  go  beyond  the  limit  of  their  respective 
districts  for  their  meals,  nor  for  any  other  purpose  while  on  duty,  without  obtain- 
ing permission  from  their  superior  officers,  and  while  absent  at  meals  they  must 
immediately  respond  to  all  alarms  of  fire  to  which  their  respective  companies 
respond,    either  for  service  or   for  the  purpose  of  covering-in  to  other  quarters. 
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LIST    OF    PENSIONERS    JUNE    30th,     1901. 


Chapman.  John  E 

Byron,  Michael 

Bell,  Charles 

O'Xeil,  John 

Burns,  William 

Fleming,  P.  H 

Johnson,  Benjamin. . . 

Finn,  D.  A 

O'Neill,  John 

Brady,  James  W 

Meagher,  Thomas 

Jackson,  JohnS 

Shine,  Cornelius 

Colvin.H.  J 

Robinet,  H.  J 

McCue,  Hugh 

Ryder,  Henry 

Kennard,  George  W. . 

Minton,  Thomas 

Murphy,  J.  J 

Cunningham,  William 
Sheehan,  Michael. . .    . 

Lawrence,  B.  B 

Toomey,  Dennis..'.. .. 

Kennedy,  Hugh 

O'Neill,  Edward 

Clements,  John 

Grady,  James 

Mason,  James 


DATE   PENSIONED. 


December  5,  1891  . 
January  9,  1892... 
February  14,  1892. 

April  23,  1892 

July  16,  1892 

October  29,  1892.. 
December  3,  1892. 
January  14,  1893. . 
February  18,  1893 

April  15, 1893 

May  16,  1893 

July  15,  1893 

July  29,  1893 

July  21,  1894 

July  28,  1894 

February  2,  1895. . 
February  2,  1895.. 

June  13,  1895 

February  1,  1896.. 

April  9,  1896 

April  13,  1896 

December  24,  1896 
February  4,  1897  . 
April  21,  1897  .... 

May  27,  1897 

June  6,  1897 

August  27,  1897. . . 
December  16,  1897 
August  11,  1898... 


AMOUNT  PER 
QUARTER. 


S135  00 

52  50 
135  00 
67  50 
135  00 
210  00 
52  50 
52  50 
52  50 
52  50 
52  50 
210  00 
67  50 
210  00 
52  50 
112  50 
52  50 
225  00 
52  50 
52  50 
210  00 
135  00 
135  00 
52  50 
67  50 
52  50 
52  50 
67  50 
210  00 
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LIST  OF  PENSIONERS— Concluded. 


NAME. 

BATE    PENSIONED. 

AMOUNT  PER 
QUARTER. 

Mulcahy,  William  H 

$52  50 

67  50 

52  50 

Murphy,  John  J 

210  00 

November  16,  1899 

July  1,  1900 

52  50 

Sweeney,  Mrs.  Jennie 

Hogan,  Joseph  H 

120  00 

October  1,  1900 

120  00 
120  00 

Wolf,  Joseph 

120  00 

April  1,  1901 

150  00 

During  the  fiscal  year  the  following  death  occurred: 
Michael  Sheehan  died  June  16,  1901,  of  consumption. 


APPROPRIATION    AND    EXPENDITURES    FISCAL    TEAR    1900-1901. 

Appropriated  by  the  Board  of  Supervisors  July  1,  1900 $20,000  00 

Fines  imposed  on  members  of  the  Fire  Department  on  ac- 
count of  violation  of  rules  and  regulations,  as  per  Article 
IX,   Chapter  1,   Section  8  of  the  Charter 246  70 

Total    $20,246  70 

PENSIONS  PAID. 

First   quarter,    ending   Setember   30,    1900 $3,570  00 

Second  quarter,  ending  December  31,   1900 3,770  00 

Third  quarter,  ending  March  31,  1901 3,919  30 

Fourth  quarter,   ending  June  30,   1901 4,059  19 

Salary  of  Secretary,  July  1,  1900,  to  June  30,  1901 600  00 

15,918  49 

Surplus  $4,328  21 

Respectfully  submitted, 
BOARD  OF  FIRE  PENSION  FUND  COMMISSIONERS. 
S.  W.  NICOLL,  Secretary. 


REPORT 


DEPARTMENT  OF  ELECTRICITY 


San  Francisco,  July  1,  1901. 


To  the  Honorable  Jas-  D.  Phelan,  Mayor 

Of  the  City  and  County  of  San  Francisco— 

Dear  Sir:    We  herewith  transmit  the  report  of  the  Department   of  Electricity 
for  the  year  ending  June  30,   1901. 

Very  respectfully, 

GEO.    A.    NEWHALL, 
Vice  Chairman  Board  of  Commissioners,    Department  of  Electricity. 


San  Francisco,  July  1,  1901. 
To  the  Honorable  the  Commission  of  the.  Department  of  Elertricity- 

Gentlemen:  I  have  the  honor  to  submit  herewith  the  second  annual  report  of 
the  Department  of  Electricity,  and  the  thirty-sixth  for  this  service,  for  the  fiscal 
year  ending  June  30,   1901. 

Very   respectfully, 

W.    R.    HEWITT, 
Chief,    Department   of   Electricity. 
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During  the  past  year  this  department  received  a  total  of  1,139  alarms  of  fire, 
of  which  493  were  direct,  G21  first,  21  second  and  4  third  alarms,  and  a  total  of 
124,106   police   calls. 

There  are  in  operation  232  tappers,  91  gongs,  2  automatic  whistles,  2  tower 
bells,  588  miles  of  wire,  1,304  poles,  2,616  cells  of  battery,  330  fire  boxes,  199  police 
boxes,  49  engine  house  and  5  police  station  equipments. 

Thirty-seven  miles  of  No.  12  H.  D.  W.  P.  copper  wire  were  used  in  recon- 
struction and  extensions  and  twenty-seven  new  fire  boxes  were  located  as  follows 


No.  414— 7th  avenue  and  Lake  street. 
No.  483— 13th  avenue  and  Lake  street. 
No.  481— Point  Lobos  and  9th  avenues. 
No.   424 — Union  and  Devisadero  sts. 
No.  311— Broadway  and  Webster  sts. 
No.  113— Geary  and  Stockton  sts. 
No.  573— Sunnyside  ave.   and  Foerester 
No.   169— Chestnut  and  Hyde  sts. 
No.  476— 10th  ave.   and  K  st. 
No.  484— 20th  ave.  and  California  st. 
No.   115— Ellis  and  Mason   sts. 
No.  511— Kansas   and  Alameda  sts. 
No.  433 — California  and  Maple  sts. 
No.  612— Grand   Opera   House. 


No.  482— California  st.   and   10th  ave. 

No.  379— Geary  and  Hyde   sts. 

No.  373— Bush  and  Taylor  sts. 

No.  463 — Alabama  and  Montcalm  sts. 

No.  486— Point  Lobos   and  32d   aves. 

No.  375— Eddy  and  Leavenworth  sts. 

No.  13— Sacramento  and   Davis  sts. 

No.  322— Pine  and  Baker  sts. 

No.  376— McAllister  and  Hyde  sts. 

No.  613— Orpheum  and  Alcazar  Theaters 

No.  422 — Octavia  and  Greenwich  sts. 

No.  526— Mississippi'  and   16th  sts. 

No.  112— Post  st.   and  Grant  ave. 


Two  police  boxes  were  installed;  No.  153  at  Howard  and  East  streets  and  No. 
64  at  Washington  and  East. 

Seven  old  fire  alarm  boxes  and  one  old  police  box  were  rebuilt  and  placed  In 
service. 

Fire  alarm  boxes  moved  were:  No.  572,  from  Flood  and  Arcadia  to  Sunnyside 
and  Baden;  No.  326,  from  Sutter  and  Baker  to  Post  and  Baker;  No.  372,  from 
Geary  and  Leavenworth  to  Jones  and  Geary. 

Thirty-three  fire  boxes  and  thirty-nine  police  boxes  were  repaired  and  placed 
back  in  service. 

There  occurs  under  the  heading  of   "New  Work"   the  following  major  articles: 

Forty-three  new  fire  boxes,  60  box  keys,  50  underground  standards,  50  bronze 
cable  rod  carriers,  5  sounder  switches,  86  character  wheels,  6  contact  holders,  110 
number  and  name  plates,  2  galvonometers  and  25  box  movements.  In  additiori  to 
the  above  1,546  articles  of  various  kinds  were  turned  out  and  659  emergency  shop 
repair  jobs  were  attended  to. 

The  43  new  fire  boxes  completed  consist  of:  129  iron  shells,  painted  and 
japanned;  43  movements,  finished  and  lacquered;  43  insulated  special  contacts;  43 
key  boards,  carrying  operating  key  and  ground  test^switches;  43  automatic  cut- 
outs, 43  box  relays,  43  glass  fronts,  43  number  plates  and  43  blank  character 
wheels. 

The  final  setting  of  conduit  in  the  district  south  of  Market  and  east  of  Third 
streets  is  now  being  actively  carried  out,  and  it  Is  hoped  during  the  coming  year 
to  complete  districts  One  and  Two,  which  will  permit  the  removal  of  all  overhead 
wires,  practically  clearing  the  districts  east  of  Third  and  Stockton  streets  and 
north  and  south  of  Market  of  all  overhead  wires  except  those  for  the  District  Mes- 
senger service. 

Your  attention  is  respectfully  called  to  the  necessity  of  a  new  central  office, 
made  urgent  by  underground  extensions.  Upon  the  completion  of  the  underground 
district;,  One  and  Two,   it   becomes  necessary  to  fix  a  point  of  destination  for  the 
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main  feed  cables  of  these  districts.  Provision  should  be  made  for  this  purpose, 
either  at  the  City  Hall  or  at  the  present  quarters.  The  objections  to  the  present 
quarters  are:  First,  that  they  are  entirely  inadequate  in  accommodations;  second, 
that  a  very  considerable  outlay  for  cable  equipment  is  involved,  which,  if  at  any 
time  in  the  future  we  should  move  to  the  City  Hall  would  be  rendered  useless,  so 
that  an  effort  should  be  made  to  reach  the  City  Hall  immediately  if  possible. 

Under  Ordinance  No.  267,  second  series,  Board  of  Supervisors,  this  department 
has  systematically  inspected  2,920  wiring  installations  for  incandescent  electric 
lights  and  issued  2,874  certificates.  This  work  has  proved  to  be  very  successful  in 
reducing  the  fire  hazard  and  meets  with  the  approval  of  the  electrical  community 
generally. 

Herewith  I  submit  a  draft  of  an  ordinance  providing  for  the  registration  of  all 
employing  electricians,  which  would  assist  materially  in  raising  the  standard  of 
all  electrical  work  in  buildings. 

Section  1.  Every  corporation,  copartnership  or  individual  engaged  in  conduct- 
ing the  business  of  placing,  installing  or  operating  electrical  wires,  appliances, 
apparatus  or  construction  in  or  on  buildings  in  the  City  and  County  of  San  Fran- 
cisco, shall  appear  in  person,  or  by  a  duly  authorized  representative,  at  the  office 
of  the  Department  of  Electricity,  and  shall  there  register  his  name  and  place  of 
business  in  said  City  and  County,  which  act,  upon  being  sworn,  shall  entitle  him 
to  a  certificate  of  registration;  provided,  however,  that  no  certificate  of  registration 
shall  be  granted  for  a  period  of  more  than  one  fiscal  year  or  the  unexpired  por- 
tion thereof. 

Sec.  2.  It  shall  be  unlawful  for  any  corporation,  copartnership  or  individual 
to  engage  in  conducting  the  business  of  placing,  installing  or  operating  electrical 
wires,  appliances,  apparatus  or  construction  in  Dr  on  buildings  in  the  City  and 
County  of  San  Francisco,  without  first  obtaining  a  certificate  of  registration  from 
the  Department  of  Electricity,  and  said  certificate  must  be  renewed,  as  provided 
for  in  Section  1  of  this  order,  within  thirty  days  after  the  first  day  of  July  of  each 
fiscal  year. 

Sec.  3.  The  placing,  installing  or  operating  of  electrical  wires,  appliances,  ap- 
paratus or  construction  in  or  on  buildings  in  the  City  and  County  of  San  Fran- 
cisco shall  be  executed  in  accordance  with  plans  and  specifications  previously  ap- 
proved in  writing  by  the  Chief  of  the  Department  of  Electricity  of  said  City  and 
County;  provided,  however,  that  a  copy  of  said  plans  and  specifications  as  ap- 
proved shall  be  placed  on  file  in  the  office  of  the  Department  of  Electricity. 

Sec.  4.  Every  corporation,  copartnership  or  individual  engaged  in  conducting 
the  business  of  placing,  installing  or  operating  electrical  wires,  appliances,  ap- 
paratus or  construction  in  or  on  buildings  in  the  City  and  County  of  San  Fran- 
cisco, before  registration,  shall  give  a  bond  to  the  State  of  California  in  the  sum 
of  five  hundred  (500)  dollars,  with  good  and  sufficient  surety,  for  the  faithful  com- 
pliance with  the  provisions  of  this  Ordinance,  and  said  bond  shall  be  approved  by 
and  filed  with  the  Chief  of  the  Department  of  Electricity. 

Sec.  5.  The  failure,  neglect  or  refusal  on  the  part  of  any  corporation,  co- 
partnership or  individual,  after  due  notification  by  the  Department  of  Electricity, 
to  correct,  obviate  or  remove  any  default,  error  or  deficiency  in  placing,  installing 
or  operating  electrical  wires,  appliances,  apparatus  or  construction  in  or  on  build- 
ings in  said  City  and  County,  shall  be  deemed  sufficient  cause  for  the  Chief  of  the 
Department  of  Electricity,  and  he  is  hereby  authorized,  to  suspend  said  certificate 
of  registration  for  a  period  not   exceeding  thirty  days. 

Sec.  6.  Any  corporation,  copartnership  or  individual  who  shall  continue  to  fail, 
neglect  or  refuse  to  comply  with  the  provisions  of  this  order  shall  be  deemed  guilty 
of  a  misdemeanor,  and  upon  conviction  thereof  shall  be  fined  not  more  than  one 
hundred  (100)  dollars  or  be  imprisoned  not  more  than  ninety  days,  or  by  both  such 
fine  and  imprisonment. 

Sec.  7.    This  order  shall  take  effect  and  be  in  force  on  and  after  its  passage. 
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$119  20 

$49  60 

$1  27 

194  33 

26  88 

20  61 

52  65 

35  62 

16  30 

99  42 

23  02 

6  55 

191  37 

51  53 

95 

70  64 

11  94 

2  90 

111  96 

45  06 

1  90 

215  27 

94  37 

61  71 

385  91 

76  48 

40  17 

359  58 

163  32 

51  02 

165  80 

102  41 

15  27 

63  62 

44  53 

22  74 

$2,029  75 

$724  76 

$241  39 

1900  July 

August 

September. 
October  . . . 
November. 
December  . 

1901  —January. . . 

February  . 

March 

April 

May 

June.   ..    . 
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67 

167  50 
7 

51  00 
105  94 


69  00 
156  50 

76  24 

70  54 


47  81 
57  45 
44  70 

252  94 
56  72 
322  16 
271  51 
582  60 
67  74 
62  05 


16  75 
5  10 


3  95 
2  25 


113  04 

429  35 


555  25 
40  00 


$1,625 


Total  appropriation $50,000  00 

Total  expenditures 49,927  82 


Surplus. 
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$182  00 
189  35 
188  50 
381  50 
285  70 
328  50 
264  50 

95  50 
101  00 

90  00 
117  10 
126  65 

$14  35 
15  55 
48  00 

113  10 
3  75 
92  00 

76  30 
65  20 

$4  75 
19  50 

2  25 

3  50 
9  75 

2  75 
30  75 

3  50 
44  85 

2  75 
93  93 
160  68 

$25  00 
25  00 
25  00 
25  00 
25  00 
25  00 
25  00 
25  00 
25  00 

$2,523  0U 
2,572  50 
2,596  50 
2,670  00 
2,649  00 
2,670  00 
2,670  00 
2,742  00 
3,151  55 
3,638  50 
4,330  00 
4,598  25 

$2,942  21 
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3,192  71 

1  25 

2  45 

2  75 

3,058  87 

3,478  39 

3,640  10 

3,924  44 

178  90 

20  38 
11  18 
27  20 
1  90 
49  06 

3,617  06 

3,683  73 

$185  00 
140  00 

$66  00 
346  75 

$270  00 
324  00 



4,892  02 
5,631  47 
5,838  81 

144  75 

6,028  01 

$605  00 

$412  75 

§738  75 

$78  90 

$130  36 

$2,350  30 

$428  25 

$378  96 

$225  00 

$36,811  30 

$49,927  82 

Houseinover  deposits  settled 

Charges-City,  $76  25;  Men,  $180  00. 


?805  00. 
256  25* 


Total  deposits... 
Deposits  settled. 


Carried  forward  with  Treasurer. 
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SHOWING  THE  NUMBER  OF  ALARMS  EACH  DAY  AND  MONTH 
DURING  THE  YEAR. 
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9 

26 

13 
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12 

3 
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7 

13 

14 

8 

3 

6 
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7 

6 

6 

12 

5 

8 

8 

8 

7 

2 

4 

10 

8 

3 

8 

8 

14 

5 

4 

8 

12 

6 

6 

3 

i 

8 

7 

7 

4 

7 

10 

5 

11 

8 

6 

11 

5 

4 

8 

15 

7 

10 
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S3 

65 

53 

51 

42 

51 

46 

32 

46 

65 

53 

59 
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Sunday. . . . 
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REPOxi  i     OF     THE 


TABLE     No.    3. 

SHOWING  THE  NUMBER  OF  ALARMS  FROM  EACH  BOX   DURING  THE  YEAR. 


BOX. 

> 
5 

i 

BOX. 

> 

p 

BOX. 

> 

3 

f 

BOX. 

1 

2 

1 

46 

3 

4 
3 
4 

1 

82 

3 
5 

134 

4 

47.... 

48 

83 

135 

5 

84 

136....... 

3 

2 
3 

3 
2 
5 
2 
1 
7 
12 
1 
3 

49 

85 

137 

8 

86 

138 

1 

52 

87 

1 

7 
1 
3 
3 

8 
11 

1 

4. 

I 

2 
10 

2 
3 
4 
1 

139 

53 

2 
3 
1 
4 
3 

91 

142 

4 

92 

143 

144 

57 

94 

145 

58 

95 

146 

1 

96... 

147... 

6 
7 
3 
2 
4 
3 
4 
4 
3 
4 

1 
5 
3 
6 

9 
3 

97 

148 

2 

62 

98 

112 

149 

6 

63 

152 

6 

115 

153 

4 

1 

4 

1 
2 

7 

117 

154 

7 

121 

122 

155 

156 

5 

34 

69 

123 , 

124 

157 

6 

158 

1 

125 

159 

7 

126 

162 

1 

74 

127 

163 

39 

6 
11 
3 

4 

128...:." 

1 
2 
1 
5 
6 

164 

129 

165  .-.;.- 

4 

78 

79 

81 

166 

132 

133 

167 

169 
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TABLE    No.  3— Continued. 
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BOX. 

> 
5* 

BOX. 

Alarms.. 

o 

BOX. 

> 

i 

5 

1 

219 

231 ... , 

1 

1 

266 

318 

1 

173 

267.. 

2 

321 

1 

233 

268..' 

322 

175 

234 

271 

1 

235 

273 

3 

236 

237 

3 

274 

5 
5 

2 

1 

4 
1 
2 

1 
3 
5 

8 

326 

275 

8 
4 
7 
2 
4 
8 
2 
4 

238 

239 

1 

1 

3 

1 

■J 
1 
2 
1 
1 
1 
1 
5 
1 
2 
1 

276 

277 

278 

279 

241 

243 

342     

1 

244 

281 

283 

246 

284 

285 

247 

248 

351 

352 

286.. 

3 

192 

' 

287 

3 

253 

289 

2 

195 

2 

254 

255 

293 

196 

294 

2 

197 

1 
5 

4 

1 
6 
2 

256 

257 

295 

296 

-1 
4 

213 

258 

311 

312 

364 

1 
6 
3 
4 
4 

215 

261 

263 

264 

314 

2 

216 

315 

316 

317 

1 
1 

367 

217 

218 

265 
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TA  BLE    No.  3— Concluded. 


BOX. 

> 

5 

BOX. 

> 

1 

1 

BOX 

1 

> 

i 

BOX. 

> 
I 

371 

415 

i 

i 

i 
i 

471 

531. 

372 

5 

416 

417 

418 

474 

532..  . 

373 

475. 

534 

374 

476 

536.  .. 

375 

1 

419 

481. 

537 

376 

424 

482 

538.... 

379 

425 

6 
2 
3 
1 
1 

483 

539 

1 

381 

426 

484 

541. 

382 

1 

431 .. . 

485 

542 

384 

544 

546 

385 

433 

488 

1 

386 

435 

492 

561.  ... 

387 

451 

452 

1 
2 
1 
1 

1 

493 

511 

563. 

2 

1 

1 

2 
2 

566 

389 

453 

512  

i 
i 

4 
3 

2 

571. 

391 

454 

513  

572.... 

2 

392 

455 

456 

514 

573. 

393 

1 

516 

517 

518 

519  

574 

394 

457 

577 

395 

458 

3 
1 

1 
2 

578. 

396 

1 

459 

461 

612 

397 

521 

613 

412 

462 

413 

3 

463 

1 

414 

465 
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BOXES 

NUMBERS  AND  LOCATIONS. 


No. 

Location. 

No. 

Location. 

8 

Montgomery  ave. -Union. 

61 

Howard-Third. 

9 

Montgomery  ave.-Vallejo. 

62 

Mission-Fourth. 

•13 

Davis-Sacramento. 

63 

Harrison-Fourth. 

14 

Clay-Drumm. 

64 

Howard-Fifth. 

15 

East,  opp.  Clay. 

65 

Mission-Sixth. 

16 

Pacific-Mason. 

67 

Harrison-Hawthorne. 

17 

Pacific-Kearny. 

68 

Brannan-Fourth. 

18 

Sansome- Jackson. 

69 

Bryant-Third. 

19 

Davis-Washington. 

71 

Mission-Eleventh. 

21 

Clay-Kearny. 

72 

Mission-Thirteenth. 

23 

Clay-Taylor. 

73 

Howard-Seventh. 

24 

Clay-Powell. 

74 

Guerrero-Sixteenth. 

25 

Washington-Dupont. 

75 

McAllister- Jones. 

26 

Clay-Battery. 

76 

Market-Hayes. 

27 

Washington-Montgomery. 

78 

Howard-Ninth. 

28 

Pine-Dupont. 

79 

Folsom-Twelfth. 

29 

California-Stockton. 

SI 

Hayes-Franklin. 

31 

Sansome-Sacramento. 

S2 

Fulton-Gough. 

32 

Calif  ornia-Drumm. 

83 

Octavia-Oak. 

34 

Mission-Steuart. 

84 

Market,    opp.    Haight. 

35 

Pine-Montgomery. 

85 

Hayes-Laguna. 

36 

Polsom-Steuart. 

86 

Market- Van  Ness  ave. 

37 

Bush-Battery. 

S7 

Hayes-Steiner. 

38 

Market-Second. 

91 

Turk-Larkin. 

39 

Howard-Spear. 

92 

Turk-Franklin. 

41 

Sutter-Jones. 

93 

Turk-Jones. 

42 

Geary-Mason. 

94 

Ellis-Polk. 

43 

Market-Grant   ave. 

95 

Taylor-Golden  Gate  ave. 

45 

Ellis-Jones. 

96 

Taylor-Eddy. 

46 

Sutter-Kearny. 

97 

McAllister-Polk. 

47 

Market-Powell. 

9S 

Stockton-Ellis. 

48 

Market-Kearny. 

•112 

Post-Grant  ave. 

49 

Sutter-Stockton. 

ni.3 

Geary-Stockton. 

51 

Folsom-Beale. 

*115 

Ellis-Mason. 

52 

Howard-Fremont. 

If  7 

Post-Taylor. 

53 

Third-King. 

+121 

Vallejo-Jones. 

54 

Howard-  Second. 

122 

Larkin-Greenwich. 

56 

Bryant-Rincon   place. 

123 

Union-Hyde. 

57 

Brannan-Second. 

12-1 

North  Point-Larkin. 

58 

Folsom-First. 

125 

Jones-Filbert. 

59 

Brannan-First. 

126 

Washington-Hyde. 
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BOXES— Continued. 


No. 

Location. 

No. 

Location. 

fl27 

Broadway-Larkin. 

183 

Mission-Eighth. 

128 

Clay-Leavenworth. 

1S4 

Folsom-Eighth. 

129 

Pacific-Leavenworth. 

185 

Harrison-Tenth. 

131 

Sacramento- Jones. 

186 

Bryant-Fifth. 

132 

Pine-Mason. 

187 

Bryant-Eighth. 

133 

Bush-Powell. 

1S8 

Brannan-Ninth. 

134 

Bush-Hyde. 

189 

Sixth-Hooper. 

135 

Bush-Polk. 

J191 

Mason-Green. 

130 

Post-Van   Ness   ave. 

192 

Montgomery  ave. -Chestnut. 

137 

Post-Larkin. 

193 

Lombard-Leavenworth. 

138 

Calif  ornia-Larkin. 

194 

Stockton-Chestnut. 

139  ' 

Ellis-Hyde. 

195 

Montgomery  ave. -Greenwich. 

142 

Valencia-Twentieth. 

196 

Stockton-Greenwich. 

14.3 

Mission-Twenty-second. 

197 

Bay-Powell. 

144 

Howard-Seventeenth. 

198 

Filbert-Dupont. 

145 

Folsom-Twenty-second. 

213 

Bush-Buchanan. 

146 

Folsom-Sixteenth. 

214 

Sutter-Pierce. 

147 

Howard-Twentieth. 

215 

Washington-Webster. 

148 

Mission-Sixteenth. 

216 

Sacramento-Fillmore. 

149 

Folsom-Eighteenth. 

217 

Pine-Devisadero. 

152 

Brannan-Seventh. 

218 

Bush-Fillmore. 

153 

Harrison-Seventh. 

t219 

Green-Fillmore. 

154 

Bryant-Sixth. 

231 

Howard-Twenty-fourth. 

155 

Folsom-Third. 

233 

Folsom-Twenty-fifth. 

156 

Fourth-Berry. 

234 

Harrison-Twenty-fourth. 

157 

Folsom-Fourth. 

235 

Potrero  ave. -Twenty-second. 

158 

Folsom-Fifth. 

236 

Mission-Twenty-sixth. 

159 

Folsom-Sixth. 

237 

Dolores-Twenty-second. 

1G2 

Pacific  ave. -Franklin. 

238 

Potrero  ave. -Sixteenth. 

163 

California-Franklin. 

2S9 

Bryant-Nineteenth. 

164 

Clay-Polk. 

241 

Bush-Gough. 

165 

Lombard- Van   Ness   ave. 

243 

Clay-Scott. 

166 

Washington-Gough. 

244 

O'  Farrell-Broderick. 

167 

Union-Polk. 

245 

Geary-Steiner. 

*169 

Hyde-Chestnut. 

246 

Post-Devisadero. 

172 

McAllister-Buchanan. 

247 

Turk- Scott. 

173 

Eddy-Buchanan. 

248 

Fulton-Devisadero. 

174 

Turk-Fillmore. 

249 

McAllister-Central  ave. 

175 

Webster-Grove. 

251 

Broad  way-Octavia. 

176 

Post-Octavla. 

253 

Union-Laguna. 

178 

Geary-Buchanan. 

254 

Union-Pierce. 

179 

O'Farrell-Gough. 

255 

Vallejo-Buchanan. 

182 

Sixth-Townsend. 

256 

Fillmore-Pacific  ave. 

DEPARTMENT     OF     ELECTRICITY. 


BOXES— Continued. 


No. 

Location. 

.      ...    

No.                          Location. 

257 

Fillmore-Chestnut. 

341 

Ellis-Pierce. 

258 

Pacific-Pierce. 

342 

Golden  Gate  ave.-Octavia. 

259 

Bay-Buchanan. 

343 

Fulton-Fillmore. 

261 

Mission-First. 

344 

McAllister-Pierce. 

263 

Main-Bryant. 

345 

Hayes-Central  ave. 

264 

California-Front. 

346 

Broderick-Golden  Gate  ave. 

26o 

Mission-Main. 

351 

Broadway-Montgomery. 

266 

Mission-New  Montgomery. 

352 

Bay-Kearny. 

267 

Market-Beale. 

354 

Eroad  way-Front. 

271 

Seventeenth-Church. 

355 

Battery-Union. 

273 

Noe-Eighteenth. 

356 

Sansome-Greenwich. 

274 

Guerrero-Twenty-fourth. 

357 

Kearny-Green. 

275 

Church-Twenty-fourth. 

358 

East,    opp.    Pacific. 

276 

Valencia-Eighteenth. 

361 

Guerrero-Thirteenth. 

277 

Castro-Twentieth. 

f362 

Noe-Foiirteenth. 

278 

Castro-Twenty-fourth. 

364 

Howard-Fourteenth. 

279 

Mission-Nineteenth. 

3G5 

Harrison-Fourteenth. 

2S1 

San  Bruno  ave.-Army. 

366 

Diamond-Nineteenth. 

283 

Church-Twenty-eighth. 

367 

Douglass-Seventeenth. 

284 

Mission-Twenty-ninth. 

368 

Market-Church. 

285 

Florida-Twenty-fifth. 

369 

Eighteenth-Danvers. 

286 

Twenty-fourth- York. 

371 

Sutter-Mason. 

287 

Twenty-ninth-Sanchez. 

t372 

Geary-Jones. 

288 

California  ave. -Powell  ave. 

*373 

Bush-Taylor. 

289 

Folsom-Precita  ave. 

374 

Pine-Jones. 

293 

Jackson-Stockton. 

*375 

Eddy-Leavenworth. 

294 

Sacramento-Dupont. 

*376 

McAllister-Hyde. 

295 

Broadway-Powell. 

*379 

Geary-Hyde. 

296 

Calif  ornia-Kearny. 

381 

Haight-Buchanan. 

*311 

Broadway-Webster. 

3S2 

Waller-Fillmore. 

312 

Jackson-Laguna. 

384 

Webster-Oak. 

314 

Calif  ornia-Laguna. 

3S5 

Haight-Scott. 

315 

Jackson-Baker. 

386 

Oak-Devisadero. 

316 

Vallejo-Scott. 

387 

Hayes-Broderick. 

317 

Clay-Buchanan. 

3SS 

Haight-Baker. 

318 

Jackson-Devisadero. 

3S9 

South  Broderick-Thirteenth. 

321 

California-Pierce. 

391 

Ashbury-Frederick. 

♦322 

Pine-Baker. 

392 

Page-Central  ave. 

324 

Sacramento-Broderick. 

393 

Buena  Vista  ave. -Central  ave.' 

_ 

325 

California-Central  ave. 

394 

Page-Cole. 

J326 

Post-Baker. 

"      395 

Haight-Stanyan. 

327 

Point  Lobos  ave. -Parker  ave. 

396 

Stanyan-Parnassus  ave. 

328 

Point  Lobos  ave. -Wood. 

397 

Oak-Ashbury. 

REPORT     OF     THE 


BOXES— Continued. 


No. 

Location. 

No. 

Location. 

412 

Point  Lobos  ave.  -First  ave. 

Tel.  488 

Cliff  ave. -Forty-eighth  ave. 

413 

Seventh  ave. -Clement. 

492 

Castro- Seventeenth. 

*414 

Seventh  ave. -Lake. 

493 

Seventeenth-Uranus. 

415 

Twelfth  ave. -Clement. 

*511 

Kansas- Alameda. 

416 

Fulton-Stanyan. 

512 

Fourth-Kentucky. 

41T 

Fulton-Eighth   ave. 

513 

Kentucky-Eighteenth. 

418 

Point  Lobos  ave. -Fifth  ave. 

514 

Michigan-Twentieth. 

419 

California-Fourth  ave. 

516 

Georgia-Twenty-second. 

*422 

Octavia-Greenwich. 

t&17 

Kentucky-Twenty-second. 

*424 

Union-Devisadero. 

518 

Connecticut-Twentieth. 

f425 

Baker-Greenwich. 

519 

Mississippi-Eighteenth. 

426 

Baker-Jefferson. 

521 

Carolina-Seventeenth. 

f431 

Clay-Cherry. 

522 

Vermont-Nineteenth. 

432 

Washington-Walnut. 

523 

Iowa-Twenty-Hfth. 

*433 

California-Maple. 

*526 

Mississippi-Sixteenth. 

f435 

Washington-Spruce. 

531 

Kentucky-First   ave.    South. 

451 

Mission-Highland  ave. 

532 

Sixth  ave.   South-M. 

452 

Courtland  ave. -North  ave. 

5S4 

Sixtrf  ave.   South-Q. 

453 

Twenty-sixth-Sanchez. 

536 

Railroad  ave. -Tenth  ave.    South. 

454 

Mission-Bosworth. 

537 

Fifteenth  ave.    South-Q 

455 

Douglass-Twenty-fourth. 

538 

Twelfth  ave.    South-P. 

456 

Noe-Twenty-second. 

539 

Railroad  ave. -Eighteenth  ave. 

457 

Church-Twentieth. 

541 

San  Bruno  ave-Fifteenth  ave. 

458 

Guerrero- Army. 

542 

Courtland   ave. -Nevada  ave. 

459 

Randall-Chenery. 

544 

Crescent  ave.-Andover  ave. 

461 

Bryant-Twenty-first. 

546 

San  Bruno  ave. -Silver  ave. 

462 

"Vermont-Twenty-third. 

561 

Mission-Silver  ave. 

*463 

Alabama-Montcalm. 

563 

Mission-Onondaga   ave. 

471 

Parnassus  ave. -Second  ave. 

566 

Mission-Sickles  ave. 

Tel.  474 

Almshouse. 

571 

Chenery-Castro. 

475 

Eighth  ave. -I. 

572 

Sunny  side    ave. -Baden. 

*476 

Tenth  ave.-  K. 

*573 

Sunnyside  ave-Foerster. 

•481 

Point  Lobos  ave. -Ninth  ave. 

574 

Ocean  ave. -San  Jose  ave. 

•482 

California-Tenth  ave. 

577 

Ocean  ave. -Faxon  ave. 

*4S3 

Thirteenth  ave. -Lake. 

57S 

Plymouth  ave. -Sagamore. 

*484 

California-Twentieth  ave. 

*612 

Grand  Opera  House. 

485 

Point  Lobos-Twenty-second  ave. 

*613 

Orpheum  and  Alcazar  Theaters. 

*480 

Point  Lobos-Thirty-second   ave. 

Total   m 

imber  in   service,    330. 

Erected 

during  the  year,  27. 

♦New   bo: 

ces. 

fNew  loc 

ations. 

« 

JChanged 

numbers. 
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CENTRAL  STATION. 


No 

Circuit  No.  1. 

No. 

Circuit   No.  2. 

4 

Bush-Montgomery. 

7 

Union-Seawall. 

5 

Clay-Battery. 

13 

Jackson-Davis. 

6 

Bush-Dupont. 

.15 

Union-Dupont. 

8 

Post-Stockton. 

17 

Broadway-Front. 

12 

Stockton,  bet.  Ellis  &  O'Farrell. 

21 

Lombard-Battery. 

14 

Geary-Kearny. 

23 

Vallejo-Montgomery   ave. 

22 

Market-Sansome. 

25 

Pacific-Montgomery   ave. 

24 

Calif  ornia-Sansome. 

26 

Bay-Kearny. 

33 

O'Farrell-Grant  ava. 

31 

Union-Powell. 

36 

California-Montgomery. 

32 

Francisco-Powell. 

45 

Clay-Montgomery. 

34 

Bay-Taylor. 

52 

Sutter-Kearny. 

35 

"Washington-Mason. 

54 

Bush-Powell. 

41 

Pacific-Powell. 

62 

Pine-Front. 

42 

Montgomery  ave. -Mason. 

121 

Pine-Kearny. 

43 

Washington-Dupont. 

122 

Pine-Sansome. 

46 

Broadway-Montgomery. 

132 

Powell-Eddy. 

51 

Clay-Stockton. 

134 

Powell-O'Farrell. 

63 

Pacific-Battery. 

152 

Bush-Battery. 

64 

Washington-East. 

71 

Union-Battery. 

72 

Jackson-Sansome. 

142 

Broadway-Stockton. 

144 

Bay-Hyde. 
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REPORT    OF    THE 


SOUTHERN  STATION. 


No. 

Circuit  No.  1. 

No. 

Circuit  No.  2. 

21 

Folsom-Steuart. 

12 

Bryant-Third. 

22 

Mission-Steuart. 

13 

Bryant-Second. 

23 

Mission,   bet.   Main  &  Beale. 

14 

Bryant-Beale. 

24 

Mission-First. 

15 

Harrison-Beale. 

25 

Howard-Second. 

33 

Silver-Fourth. 

31 

Mission-Third. 

34 

Townsend-Fourth. 

32 

Howard -Fourth. 

35 

King-Third. 

44 

Harrison- Spear. 

4.1 

Townsend-Second. . 

51 

Folsom-First. 

42 

Brannan-First. 

153 

Howard-East. 

43 

Folsom-Main. 

314 

Market-Beale. 

45 

Howard-Beale. 

323 

Jessie-Second. 

52 

Folsom-Third. 

412 

Market-Post. 

132 

Harrison-Fifth. 

413 

Market,   opp.  Grant  ave. 

321 

Howard-Third. 

512 

Stevenson-Fourth. 

332 

Berry-Fourth. 

341 

Freelon-Fourth. 

No. 

Circuit  No.  3. 

No. 

Circuit  No.  4. 

53 

Brannan-Flfth. 

131 

Harrison-Sixth. 

54 

Berry-Sixth. 

141 

Harrison-Tenth. 

121 

Townsend-Seventh. 

142 

Howard-Eighth. 

122 

Brannan-Ninth. 

143 

Howard-Tenth. 

123 

Folsom-Ninth. 

144 

Mission-Ninth. 

124 

Harrison-Eighth. 

151 

Mission-Seventh. 

125 

Folsom-Seventh. 

152 

Howard-Sixth. 

133 

Brannan-Sixth. 

212 

Howard-Fifth. 

134 

Bryant-Seventh. 

322 

Market-Sixth. 

331 

Market-Fifth. 
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SEVENTEENTH  STREET  STATION. 


No. 

Circuit  No.  l 

No. 

Circuit  No.  2. 

21 

Folsom-Sixteenth. 

31 

Folsom-Twenty-fourth. 

22 

Howard-Fourteenth. 

32. 

Folsom-Twenty-sixth. 

23 

Folsom-Twelfth. 

33 

Alabama-Precita  ave. 

24 

Mission-Eleventh. 

34 

Potrero    ave. -Twenty-fourth. 

25 

Valencia-Sixteenth. 

35 

San  Bruno  ave. -Army. 

324 

Valencia-Hermann. 

41 

Potrero   ave. -Seventeenth. 

42 

Bryant-Nineteenth. 

52 

Potrero   ave. -Twenty-second. 

53 

Folsom-Nineteenth. 

54 

Florida-Twenty-sixth. 

55 

Florida-Twenty-third. 

No. 

Circuit  No.  3. 

No. 

1 

Circuit  No.  4. 

43 

Dolores-Twenty-second. 

232 

Guerrero-Fifteenth. 

44 

Church-Twenty-eighth. 

234 

Church-  Seventeenth. 

45 

San  Jose   ave. -Thirtieth. 

Market-Seventeenth, 

213 

Mission-Twenty-ninth. 

241 

Noe-Fourteenth. 

214 

Mission-Randall. 

242 

Castro-Nineteenth,    j 

215 

Courtland   ave. -North  ave. 

243 

Castro-Twenty-fourth. 

221 

Mission-Valencia. 

214 

Guerrero-Twenty-fourth. 

222 

Mission-Twenty-sixth. 

245 

Mission-Nineteenth.  - 

223 

Valencia-Twenty-fifth. 

312 

Church-Twenty-fourth. 

224 

Mission- Twenty-fourth. 

313 

Valencia- Twentieth. 

225 

Guerrero-Eighteenth. 

414 

Market-Church. 

231 

Howard-Twentieth. 

235 

Sanchez-Twenty-sixth. 
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REPORT     OF     THE 


CITY  HALL  STATION. 


No. 

Circuit  No.  1. 

No. 

Circuit  No.  2. 

5 

Oak-Van  Ness  ave. 

4 

McAllister-Gough. 

7 

Hayes-Broderick. 

C 

Ellis-Steiner. 

13 

Haight-Stanyan. 

10 

McAllister-Steiner. 

15 

Fulton-Devisadero. 

34 

Geary-Scott. 

17 

Haight-Scott. 

4S 

Turk-Laguna. 

21 

Haight-Gough. 

54 

Polnt  Lobos   ave. -First 

ave. 

25 

Haight-Fillmore. 

123 

Ellis-Gough. 

31 

Fell-Gough. 

125 

Geary-Central  ave. 

41 

Fulton-Seventh  ave. 

45  ' 

McAllister-Central  ave. 

51 

Fulton-Stanyan. 

53 

Ashbury-Waller. 

No. 

Circuit  No.  3. 

No. 

Circuit  No.  4. 

8 

Grove-Van  Ness  ave. 

24 

Turk-Mason. 

22 

Hayes-Laguna. 

26 

Geary-Mason. 

23 

Geary- Van  Ness  ave. 

32 

Sutter-Leavenworth. 

35 

Sutter-Octavia. 

52 

Ellis-Taylor. 

42 

Grove- Webster. 

Gl 

Eddy-Leavenworth. 

43 

Geary-Buchanan. 

62 

Post-Jones. 

44 

O'  Farrell-Larkin. 

124 

Pine-Jones. 

122 

Hayes-Ijarkin. 

131 

McAllister-Jones. 

141 

Golden  Gate  ave. -Fillmore. 
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NORTH  END  STATION. 


121 
122 
123 
124 
125 
131 
424 
432 


Circuit  No.  1. 

No. 

Circuit  No.  2. 

Union-Hyde. 

132 

Union-Octavia. 

Broadway-Hyde. 

133 

Francisco-Fillmore. 

Vallejo-Leavenworth. 

134 

Baker- Jefferson. 

"Washington-Leavenworth. 

135 

Lombard-Baker. 

California-Hyde. 

141 

Union-Steiner. 

Sutter-Polk. 

142 

Pacific-Fillmore. 

Sacramento-Polk. 

144 

Broadway-Laguna. 

Pacific-Jones. 

145 

Pacific-Gough. 

Union-Polk. 

Circuit  No.  3. 


Circuit  No.  4. 


143 

Pacific-Scott. 

423 

Pine-Franklin. 

151 

"Washington-Buchanan. 

425 

Sutter-Steiner. 

153 

Jackson-Central   ave. 

431 

Sutter-Devisadero. 

154 

Clay-Broderick. 

433 

California-Central  ave. 

155 

Sacramento-Scott. 

434 

Calif  ornia-Fillmore. 

421 

Sacramento-Webster. 

422 

Calif  ornia-Laguna. 

